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A. B. MorGANn, Secretary and Assistant Managing Director 


EDISON ELECTRIC INSTITUTE 


OFFICERS 


Southern California Edison Co., Los Angeles, Calif. 
Georgia Power Co., Atlanta, Ga. 
420 Lexington Avenue, New York, N. Y. 


Consolidated Edison Co. of New York, Inc., New York, N. Y. 


420 Lexington Avenue, New York, N. Y. 


BOARD OF DIRECTORS 
(Terms Expiring 1955) 
A. D. BARNEY, GROVER C. NEFF, 
The Hartford Electric Light Co., Hartford, Conn. Wisconsin Power and Light Co., Madison, Wis. 
G. M. GADSBY, P. H. POWERS, 
Utah Power & Light Co., Salt Lake City, Utah West Penn Power Co., Pittsburgh, Pa. 
C. B. DELAFIELD, R. G. RINCLIFFE, pene ees a le 
— Edison Co. of New York, Inc., New York, roy ae ac ommygae Co., Philadelphia, Pa. 
j posse hen ee Ohio Edison Co., Akron, Ohio 
) ALLEN S. KING, R —" C. V. SORENSON, 
f _ Northern States Power Co., Minneapolis, Minn. Indiana & Michigan Electric Co., Ft. Wayne, Ind. 
) EARLE J. MACHOLD, oe N. R. SUTHERLAND, 
f Niagara Mohawk Power Corp., Syracuse, N. Y. Pacific Gas and Electric Co., San Francisco, Calif. 
PAUL B. MCKEE, J. B. THOMAS, 
Pacific Power & Light Co., Portland, Ore. Texas Electric Service Co., Ft. Worth, Tex. 
S. C. MCMEEKIN, ALLEN VAN WYCK, 
South Carolina Electric & Gas Co., Columbia, S. C. Illinois Power Co., Decatur, IIl. 
(Terms Expiring 1956) 
D. E. ACKERS, P. H. MCCANCE, 
The Kansas Power and Light Co., Topeka, Kan. Duquesne Light Co., Pittsburgh, Pa. 
W. C. BECKJORD, R. E. Moopy, 
The Cincinnati Gas & Electric Co., Cincinnati, Ohio Union Electric Co. of Missouri, St. Louis, Mo. 
JOSEPH M. BELL, JR., Harry B. MUNSELL, ' — , 
New York State Electric & Gas Corp., Binghamton, O oe City Power & Light Co., Kansas City, Mo. 
i: a © ‘ os “—— bs ass 
: : Pennsylvania Electric Co., Johnstown, Pa. 
WALKER L. CISLER, W. O. TURNER, 
: The Detroit Edison Co., Detroit, Mich. Louisiana Power & Light Co., New Orleans, La. 
B. L. ENGLAND, ; oS ks P G. W. VAN DERZEE, 
Atlantic City Electric Co., Atlantic City, N. J. Wisconsin Electric Power Co., Milwaukee, Wis. 
J. G. HOLTZCLAW, WILLIAM WEBSTER, 
Virginia Electric and Power Co., Richmond, Va. New England Electric System, Boston, Mass. 
R. K. LANE, FRANK M. WILKES, 
Public Service Co. of Oklahoma, Tulsa, Okla. Southwestern Gas and Electric Co., Shreveport, La. 
(Terms Expiring 1957) 
R. P. BRIGGs, JOHN W. EVERsS, 
Consumers Power Co., Jackson, Mich. Commonwealth Edison Co., Chicago, Ill. 
W. J. CLAPP, C. E. IDE, 
Florida Power Corp., St. Petersburg, Fla. The Toledo Edison Co., Toledo, Ohio 
J. E. CoretTr, S. R. KNAPP, — ; 
The Montana Power Co., Butte, Mont. The Connecticut Light & Power Co., Berlin, Conn. 
C. P. CRANE, C. B. MCMANUS, _ . 
Consolidated Gas Electric Light and Power Co. of R Pg rong Co., Inc., Atlanta, Ga. 
Baltimore, Baltimore, Md. Gulf States Utilities Co., Beaumont, Texas 
A. S. CUMMINS, : W. A. PARISH, 
. The California Oregon Power Co., Medford, Ore. Houston Lighting & Power Co., Houston, Texas 
Thomas G. DIGNAN, HAROLD QUINTON, 
Boston Edison Co., Boston, Mass. Southern California Edison Co., Los Angeles, Calif. 
E. W. DOEBLER, L. V. SUTTON, 
Long Island Lighting Co., Mineola, N. Y. Carolina Power & Light Co., Raleigh, N. C. 
' Executive Committee 
& A. D. Barney, Walker L. Cisler, C. B. Delafield, P. H. Powers, R. G. Rincliffe, W. H. Sammis, 
| L. V. Sutton, G. W. Van Derzee, William Webster 
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D. C. BARNES, 

Virginia Electric and Power Co., Charlottesville, Va 
J. B. BLACK, 

Pacific Gas and Electric Co., San Francisco, Calif. 
CurRTIS E. CALDER, 

Electric Bond and Share Co., New York, N. Y. 
EDGAR H. DIXON, 

Middle South Utilities, Inc., New York, N. Y. 
PHILIP A. FLEGER, 

Duquesne Light Co., Pittsburgh, Pa. 
WILLIS GALE, 

Commonwealth Edison Co., Chicago, IIl. 
I. L. LINDSETH, 

The Cleveland Electric [Illuminating Co., 

Ohio 
H. P. LIVERSIDGE, 

Philadelphia Electric Co., Philadelphia, Pa. 
J. E. LOISEAU, 

Public Service Co. of Colorado, Denver, Colo. 
J. W. MCAFEE, 

Union Electric Co. of Missouri, St. Louis, Mo. 
LYLE MCDONALD, 

Public Service Electric and Gas Co., Newark, N. J. 
GEORGE L. MACGREGOR, 

Texas Utilities Co., Dallas, Texas 
I. L. MOoRE, 

New England Electric System, Boston, Mass. 


Cleveland, 


ADVISORY COMMITTEE 


W. C. MULLENDORE, 
Southern California Edison Co., Los Angeles, Calif. 
C. E. OAKES, 
Pennsylvania Power & Light Co., Allentown, Pa. 
J. S. OSBORNE, 
Central & South West Corp., Chicago, III. 
KINSEY M. ROBINSON, 
The Washington Water Power Co., Spokane, Wash. 
WILLIAM SCHMIDT, JR., 
Consolidated Gas Electric Light and Power Co. of 
Baltimore, Baltimore, Md. 
H. R. SEARING, 
Consolidated Edison Co. of New York, Inc., New York, 
MCGREGOR SMITH, 
Florida Power & Light Co., Miami, Fla. 
PHILIP SPORN, 


American Gas and Electric Service Corp., New York, | 


Ni. 
FRANK M. TAIT, 

The Dayton Power and Light Co., Dayton, Ohio 
E. S. THOMPSON, 


The West Penn Electric Co. (Inc.), New York, N. Y. [ 


J. R. WHITING, 
Consumers Power Co., Jackson, Mich. 








Objectives of the Edison Electric Institute 


The advancement in the public service of the art of producing, 
transmitting, and distributing electricity and the promotion 
of scientific research in such field. 


The ascertainment and making available to the members and 
the public of factual information, data, and statistics relating 


to the electric industry. 


To aid its operating company members to generate and sell 
electric energy at the lowest possible price commensurate with 
safe and adequate service, giving due regard to the interests 


of consumer, investor, and employee. 
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Personnel of EE] Committees 


for 1954-1955 


Appointments to the Edison Electric Institute Committees for the Administrative Y ear 
1954-1955 have been announced by Harold Quinton, President of the Institute. 
Personnel of the committees are listed on the following pages. 


ACCOUNTING DIVISION 
EXECUTIVE COMMITTEE 
Chairman, O. K. Boyb, Consolidated 
Gas Electric Light and Power Co. 

of Baltimore, Baltimore, Md. 


Vice Chairman, J. C. Faris, Union 
Electric Co. of Missouri, St. Louis, 
Mo. 


N. J. AMBROSE, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

G. L. ANDRUS, New Orleans Public 
Service Inc., New Orleans, La. 

G. G. BECHER, The Dayton Power and 
Light Co., Dayton, Ohio. 

H. W. Boozer, Georgia Power Co., At- 
lanta, Ga. 

G. J. BRETT, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

OTTO BRUNENMEISTER, JR., Ohio Edi- 
son Co., Akron, Ohio. 

J. G. CADBY, Wisconsin Electric Power 
Co., Milwaukee, Wis. 

C. L. Carr, Potomac Electric Power 
Co., Washington, D. C. 

L. F. CHAMBERS, Northern States 
Power Co., Minneapolis, Minn. 

J. V. CLEARY, Consolidated Edison 
Co. of New York, Inc., New York, 
ja 

S. A. CoLE, New York State Electric 
& Gas Corp., Ithaca, N. Y. 

F. W. Cooper, Public Service Electric 
and Gas Co., Newark, N. J. 

G. R. CorEY, Commonwealth Edison 
Co., Chicago, IIl. 

J. U. DIEHL, Pennsylvania Water & 
Power Co., Baltimore, Md. 

C. T. Dwicut, The Hartford Electric 
Light Co., Hartford, Conn. 

C. F. FITZGERALD, Rochester Gas and 
Electric Corp., Rochester, N. Y. 


| H. C. FLeEcK, New York State Electric 


& Gas Corp., Ithaca, N. Y. 


' C. E. GIESEKER, The Washington 


Water Power Co., Spokane, Wash. 


Accoun ting Division 


W. T. HAMILTON, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 

E. H. HEGMANN, Duquesne Light Co., 
Pittsburgh, Pa. 

R. W. Hoae, Atlantic City Electric 
Co., Atlantic City, N. J. 

E. J. HowE, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

R. H. JONES, Utah Power & Light Co., 
Salt Lake City, Utah. 

R. P. KAESSHAEFER, The West Penn 
Electric Co. (Ine.), New York, 
N. Y. 

J. W. KLUBERG, Consumers Power Co., 
Jackson, Mich. 

L. M. LA PorTE, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

P. R. LAWSON, Pennsylvania Electric 
Co., Johnstown, Pa. 

R. F. LINEHAN, Pioneer Service & 
Engineering Co., Chicago, IIl. 

F. H. MARKLEY, Pennsylvania Power 
& Light Co., Allentown, Pa. 

G. R. Marrs, Texas Power & Light 
Co., Dallas, Texas. 

A. H. MAYER, Consolidated Edison 
Co. of New York, Inc., New York, 
NX: 

E. W. MOREHOUSE, General Public 
Utilities Corp., New York, N. Y. 

R. A. OLSON, Kansas City Power & 
Light Co., Kansas City, Mo. 

WALTER OTT, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

C. A. PALMGREN, JR., New Orleans 
Public Service Inc., New Orleans, 
La. 

T. J. PETERSON, The Detroit Edison 
Co., Detroit, Mich. 

C. E. PICHLER, Southern California 
Edison Co., Los Angeles, Calif. 

F. J. PORTER, JR., Consolidated Edison 
Co. of New York, Inc., New York, 
ee 

S. E. RATCLIFFE, Virginia Electric 
and Power Co., Richmond, Va. 

L. E. REYNOLDS, The Connecticut 
Light & Power Co., Berlin, Conn. 
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C. N. RIckE, JR., Northern States 
Power Co., Minneapolis, Minn. 

NEILL RICHARDS, Kansas Gas and 
Electric Co., Wichita, Kan. 

L, G. ROEMER, Wisconsin Public Ser- 
vice Corp., Milwaukee, Wis. 

F, W. RoGers, Texas Electric Service 
Co., Fort Worth, Texas. 

E. E. ROLL, The Detroit Edison Co., 
Detroit, Mich. 

F. W. Ross, Pennsylvania Power & 
Light Co., Allentown, Pa. 

H. H. ScaFrF, Ebasco Services Inc., 
New York, N. Y. 

W. C. SCHOEPPE, Florida Power Corp., 
St. Petersburg, Fla. 

H. E. SIMPSON, Florida Power & 
Light Co., Miami, Fla. 

A. P. THOMPSON, Iowa Power and 
Light Co., Des Moines, Iowa. 

R. B. TULPIN, Central Illinois Public 
Service Co., Springfield, II. 

R. D. WHITE, Union Electric Co. of 
Missouri, St. Louis, Mo. 

G. R. WOEHLER, Southern Indiana Gas 
and Electric Co., Evansville, Ind. 

A. R. Woop, The United Illuminating 
Co., New Haven, Conn. 


CUSTOMER ACTIVITIES GROUP 


Coordinator, F. J. PORTER, JR., Con- 
solidated Edison Co. of New York, 
Inc., New York, N. Y. 


Customer Accounting Committee 


Chairman, S. A. COLE, New York 
State Electric & Gas Corp., Ithaca, 
N. Y. 


Vice Chairman, J. C. LUCHSINGER, 
The Cincinnati Gas & Electrie Co, 
Cincinnati, Ohio. 


A. W. ALTHOUSE, Southern California 
Edison Co., Los Angeles, Calif. 

W. F. AMMANN, The Toledo Edison 
Co., Toledo, Ohio. 

D. M. ARNOLD, Pennsylvania Power 
Co., New Castle, Pa. 
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T. E. AUSTER, Public Service Co. of 
Oklahoma, Tulsa, Okla. 

W. E. BALDWIN, Alabama Power Co., 
Birmingham, Ala. 

C. D. BELANGER, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

W. F. BENE, Boston Edison Co., Bos- 
ton, Mass. 

H. C. BULLION, The Detroit Edison 
Co., Detroit, Mich. 

J. F. COMEFORD, Philadelphia Electric 
Co., Philadelphia, Pa. 

J. M. CONLIN, Western Massachusetts 
Electric Co., Springfield, Mass. 

R. D. DEETER, The Dayton Power and 
Light Co., Dayton, Ohio. 

A. F. ELDER, The Washington Water 
Power Co., Spokane, Wash. 

J. P. FEENEY, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

E. A. FLETCHER, Potomac Electric 
Power Co., Washington, D. C. 

J. M. GASQUE, South Carolina Electric 
& Gas Co., Columbia, S. C. 

C. R. GIBBONS, Pennsylvania Electric 
Co., Johnstown, Pa. 

G. J. GLUCK, Ohio Edison Co., Akron, 
Ohio. 

W. W. HALL, Ebasco Services Inc., 
New York, N. Y. 

E. H. HALLIDAY, Utah Power & Light 
Co., Salt Lake City, Utah. 

J. R. Heery, The United Illuminating 
Co., New Haven, Conn. 

G. F. Hiecins, The Detroit Edison 
Co., Detroit, Mich. 

J. O. HILL, New England Power Ser- 
vice Co., Boston, Mass. 

P. F. Huiuss, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

R. O. JACKSON, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

E. H. JOHNSMEYER, Idaho Power Co., 
Boise, Idaho. 

(©. L. KASTEN, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

R. A. Krauss, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
G. A. Kunz, Consolidated Edison Co. 

of New York, Inc., New York, N. Y. 

R. E. LINDNER, Central Illinois Pub- 
lic Service Co., Springfield, Ill. 

R. G. MAAS, Wisconsin Electric Power 
Co., Milwaukee, Wis. 

J. W. MACKIE, Delaware Power & 
Light Co., Wilmington, Del. 

JACK MANSELL, Dallas Power & Light 
Co., Dallas, Texas. 

J. T. McKay, New Orleans Public 
Service Inc., New Orleans, La. 

G. E. MINISTER, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio. 
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F. G. MOON, Public Service Co. of Col- 
orado, Denver, Colo. 

C. F. MorGANn, Atlantic City Electric 
Co., Atlantic City, N. J. 

C. L. NELSON, Northern States Power 
Co., Minneapolis, Minn. 

C. H. OLson, Duquesne Light Co., 
Pittsburgh, Pa. 

J. T. OWENS, JR., Florida Power & 
Light Co., Miami, Fla. 

C. E. REITZEL, Duquesne Light Co., 
Pittsburgh, Pa. 

W. F. Rowe, Long Island Lighting 
Co., Mineola, N. Y. 

R. G. SCHNEIDER, Virginia Electric 
and Power Co., Richmond, Va. 

H. F. SCHUSTER, The l:ansas Power 
and Light Co., Topeka, Kan. 

L. J. SCULLY, Union Electric Co. of 
Missouri, St. Louis, Mo. 

W. R. SEIDEL, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

C. T. SHERBONDY, Central Illinois 
Electric and Gas Co., Rockford, IIl. 

F. E. SMITH, Boston Edison Co., Bos- 
ton, Mass. 

GERALD SPECKHARD, Consumers 
Power Co., Jackson, Mich. 

J. C. STEWART, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

H. E. WAGNER, Public Service Elec- 
tric and Gas Co., Jersey City, N. J. 

J. A. WILLIAMS, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

A. B. WILSON, Georgia Power Co., At- 
lanta, Ga. 

M. F. YounG, The Connecticut Light 
& Power Co., Berlin, Conn. 

R. C. YOUNG, JR., American Gas and 
Electric Service Corp., New York, 
N. Y. 


Customer Collections Committee 


Chairman, A. H. MAYER, Consolidated 
Edison Co. of New York, Inc., 
New York, N. Y. 

Vice Chairman, R. B. WILLIAMS, The 
Toledo Edison Co., Toledo, Ohio. 


E. D. ADAMS, Kentucky Utilities Co., 
Lexington, Ky. 

R. V. Bowes, Philadelphia Electric 
Co., Philadelphia, Pa. 

A. L. CoDE, Southern California Edi- 
son Co., Los Angeles, Calif. 

T. C. EICKMEYER, The Dayton Power 
and Light Co., Dayton, Ohio. 

F. J. FLom, The Detroit Edison Co., 
Detroit, Mich. 


OTIS GERKE, Wisconsin Power and 
Light Co., Madison, Wis. 
L. J. HAMILTON, Consumers Power 


Co., Jackson, Mich. 
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J. E. HEvRON, New Orleans Public 
Service Inc., New Orleans, La. 

W. W. HILL, Northern States Power 
Co., Minneapolis, Minn. 

H. B. HuEBER, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

E. H. JOHNSMEYER, Idaho Power Co., 
Boise, Idaho. 

E. P. KNAPP, Potomac Electric Power 
Co., Washington, D. C. 

J. L. KOSTENBAUDER, Luzerne Electric 
& Gas Division, The United Gas 
Improvement Co., Kingston, Pa. 

F. L. MULLETT, Boston Edison Co., 
Boston, Mass. 

F. U. NAYLOR, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

L. E. PIERRON, Commonwealth Edison 
Co., Chicago, Ill. 

R. T. SCHATZ, The Washington Water 
Power Co., Spokane, Wash. 

H. F. SCHUSTER, The Kansas Power 
& Light Co., Topeka, Kan. 

M. W. StTusBss, Carolina Power & 
Light Co., Raleigh, N. C. 

W. E. TRAVIS, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 

R. E. WALDO, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio. 

G. A. WILSON, Public Service Electric 
and Gas Co., Newark, N. J. 


Customer Relations Committee 


Chairman, T. J. PETERSON, The De- 
troit Edison Co., Detroit, Mich. 

Vice Chairman, H. F. MARTIN, Long 
Island Lighting Co., Mineola, N. Y. 


C. J. BERNER, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

R. W. BRown, Niagara Mohawk Pow- 
er Corp., Syracuse, N. Y. 

H. V. BusBy, Southern California Edi- 
son Co., Los Angeles, Calif. 

R. D. DAvis, Ohio Power Co., Newark, 
Ohio. 

J. F. EHLEN, Central Illinois Light 
Co., Peoria, IIl. 

D. D. FrERRy, Union Electric Co. of 
Missouri, St. Louis, Mo. 

H. R. FLANEGAN, Philadelphia Elec- 
trie Co., Philadelphia, Pa. 

J. A. GALVIN, Boston Edison Co., Bos- 
ton, Mass. 

A. E. GERLAUGH, The Dayton Power 
and Light Co., Dayton, Ohio. 

W. W. HILL, Northern States Power 
Co., Minneapolis, Minn. 

K. I. JACK, The Washington Water 
Power Co., Spokane, Wash. 

R. W. JoYceE, Pacific Gas and Electric 
Co., San Francisco, Calif. 

J. W. KEHOE, Commonwealth Edison 
Co., Chicago, II. 


Ch 





























1954 
blic 
wer 
r & 
Co., 
wer 


tric 
Gas 


Co, 
‘lec- 
ison 
ater 


wer 


tric 
hio. 
1ern 
hio. 
tric 


ee 
De- 


song 


‘tric 
-Ow- 
Edi- 
rark, 
ight 
.. of 
ilec- 
Bos- 
ower 
ower 
‘ater 
ctric 


lison 


September, 1954 


M. G. KENNEDY, Ebasco Services Inc., 
New York, N. Y. 

L. D. Kurtz, West Penn Power Co., 
Pittsburgh, Pa. 

C. E. Lewis, JRr., Kansas City Power & 
Light Co., Kansas City, Mo. 

B. J. McMILLEN, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio. 

H. R. Potts, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio. 

F. B. RANKIN, Public Service Co. of 
Colorado, Denver, Colo. 

GLENN Ray, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

J. G. Ross, Rochester Gas & Electric 
Corp., Rochester, N. Y. 

H. F. ScHusTER, The Kansas Power 
and Light Co., Topeka, Kan. 

C. T. SHocH, Pennsylvania Power & 
Light Co., Allentown, Pa. 

L. STOECKER, Public Service Electric 
and Gas Co., Newark, N. J. 

L. M. TAYLOR, Mississippi Power & 
Light Co., Jackson, Miss. 

E. C. WEEks, Kentucky Utilities Co., 
Lexington, Ky. 

J. B. WHITE, Jr., Duquesne Light Co., 
Pittsburgh, Pa. 


GENERAL ACTIVITIES GROUP 


Coordinator, W. T. HAMILTON, The 
Cleveland Electric Illuminating Co., 
Cleveland, Ohio. 


Depreciation Accounting 


Committee 
Chairman, C. N. RICE, JR., Northern 
States Power Co., Minneapolis, 
Minn. 


Vice Chairman, P. K. READ, New York 
State Electric & Gas Corp., Ithaca, 
N. ¥. 


ALEX E. BAUHAN, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

W. H. CAuNT, JR., Public Service Elec- 
tric and Gas Co., Newark, N. J. 

C. D. Davis, The Detroit Edison Co., 
Detroit, Mich. 


| WETMORE DAWES, Commonwealth Ser- 


vices, Inc., New York, N. Y. 


1 F. E. DRAPALIK, Union Electric Co. of 


Missouri, St. Louis, Mo. 

FRED ECKSTEIN, New Orleans Public 
Service Inc., New Orleans, La. 

R. M. GINN, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 

ALFRED GRUHL, Wisconsin Electric 





» Power Co., Milwaukee, Wis. 

g W. HumMMER, Iowa Power & Light 
Co., Des Moines, Iowa. 

P. H. JEYNES, Public Service Electric 
and Gas Co., Newark, N. J. 
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A. H. Kuun, Pioneer Service & Engi- 
neering Co., Chicago, Ill. 

G. T. LOGAN, Philadelphia Electric 
Co., Philadelphia, Pa. 

J. B. MADIGAN, The Hartford Electric 
Light Co., Hartford, Conn. 

BARNARD MorsgE, Southern California 
Edison Co., Los Angeles, Calif. 

H. E. MortiMer, Gulf States Utilities 
Co., Beaumont, Texas. 

W. J. Noilcot, West Penn Power Co., 
Pittsburgh, Pa. 

L. C. PURSELL, Pennsylvania Power & 
Light Co., Allentown, Pa. 

J. J. REILLY, Ebasco Services Inc., 
New York, N. Y. 

L. W. ROBINSON, Consumers Power 
Co., Jackson, Mich. 

M. B. ROMEISER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

J. D. RotH, Duquesne Light Co., 
Pittsburgh, Pa. 

F. V. SIMPSON, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

O. E. SMITH, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

J. P. TYRRELL, Boston Edison Co., 
Boston, Mass. 

H. R. WHITON, Virginia Electric and 
Power Co., Richmond, Va. 

L. E. Wor.eEy, Southern Services, 
Inc., Birmingham, Ala. 

R. G. ZINCKGRAF, Consolidated Edison 
Co. of New York, Inc., New York, 
NX. 


General Accounting Committee 


Chairman, C. T. DWIGHT, The Hart- 
ford Electric Light Co., Hartford, 
Conn. 

Vice Chairman, R. J. PLOURDE, The 
Detroit Edison Co., Detroit, Mich. 


A. L. ADAMS, Monongahela Power Co., 
Fairmont, W. Va. 

N. J. AMBROSE, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

J. H. BARTLEY, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa. 

R. F. BoupInc, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

T. P. Bootu, Long Island Lighting 
Co., Mineola, N. Y. 

C. E. Brockway, Potomac Electric 
Power Co., Washington, D. C. 

J. P. BROMLEY, Consumers Power Co., 
Jackson, Mich. 

A. L. Burcess, Northern States 
Power Co., Minneapolis, Minn. 

R. B. CARPENTER, Carolina Power & 
Light Co., Raleigh, N. C. 

A. L. CLARK, Virginia Electric and 
Power Co., Richmond, Va. 
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J. V. COLLEY, The Dayton Power and 
Light Co., Dayton, Ohio. 

G. R. Cook, Central Illinois Public 
Service Co., Springfield, II. 

C. H. DEWITT, Duquesne Light Co., 
Pittsburgh, Pa. 

M. J. DOAN, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

E. J. EMBERSON, Union Electric Co. 
of Missouri, St. Louis, Mo. 

A. T. EMMONS, West Penn Power Co., 
Pittsburgh, Pa. 

H. R. FADUM, The United Illuminat- 
ing Co., New Haven, Conn. 

J. F. FARLEY, New York State Elec- 
tric & Gas Corp., Ithaca, N. Y. 

FRANK FREER, JR., Public Service 
Electric and Gas Co., Newark, N. J. 

P. H. GADSDEN, JR., Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

W. M. GAMBLE, Delaware Power & 
Light Co., Wilmington, Del. 

C. A. GORANSON, The Connecticut 
Light & Power Co., Berlin, Conn. 

S. T. GRADY, Georgia Power Co., At- 
lanta, Ga. 

W. E. GRINTER, Consumers Power Co., 
Jackson, Mich. 

M. W. HALL, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

W. H. HArRISON, JR., Texas Electric 
Service Co., Fort Worth, Texas. 

A. W. HATCH, Ebasco Services Inc. 
New York, N. Y. 

J. A. HENNESSY, Northern States 
Power Co., Minneapolis, Minn. 

W. L. HOWENSTINE, Potomac Electric 
Power Co., Washington, D. C. 

M. M. ILcH, Idaho Power Co., Boise, 
Idaho. 

G. F. JONES, Potomac Electric Power 
Co., Washington, D. C. 

R. M. KELMON, Boston Edison Co., 
Boston, Mass. 

ALLEN KENYON, The West Penn Elec- 
tric Co. (Inc.), New York, N. Y. 

R. C. Kip, Atlantic City Electric Co., 
Atlantic City, N. J. 

J. A. KNEPPER, Duquesne Light Co., 
Pittsburgh, Pa. 

J. A. KNoTT, Duquesne Light Co., 
Pittsburgh, Pa. 

F. J. LABANCA, New Orleans Public 
Service Inc., New Orleans, La. 

R. O. LINVILLE, Kansas City Power 
& Light Co., Kansas City, Mo. 

J. H. McIsaac, The Detroit Edison 
Co., Detroit, Mich. 

P. C. MILLER, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

C. F. MILLs, Philadelphia Electric 
Co., Philadelphia, Pa. 

C. M. MONSON, Wisconsin 
Power Co., Milwaukee, Wis. 


Electric 
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H. W. NICHOLS, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

S. D. Pitzer, Central Illinois Public 
Service Co., Springfield, Il. 

P. J. Ports, Union Electric Co. of 
Missouri, St. Louis, Mo. 

L. G. ROEMER, Wisconsin Public Ser- 
vice Corp., Milwaukee, Wis. 

T. R. Sau, Pacific Gas and Electric 
Co., San Francisco, Calif. 

A. R. St. BERNARD, The Cleveland 
Electric Illuminating Co., Cleveland, 
Ohio. 

B. H. SHERRY, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

A. G. SHOGREN, Northern States 
Power Co., Minneapolis, Minn. 

C. J. WARDELL, Commonwealth Ser- 
vices, Inc., Jackson, Mich. 

H. S. WEATHERBY, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

J. P. WILLIAMSON, The Toledo Edison 
Co., Toledo, Ohio. 

G. R. WoEHLER, Southern Indiana Gas 
and Electric Co., Evansville, Ind. 
W. C. YounG, Public Service Electric 

and Gas Co., Newark, N. J. 


Internal Auditing Committee 


Chairman, G. G. BECHER, The Dayton 
Power and Light Co., Dayton, Ohio. 

Vice Chairman, BIRON GANSER, Phila- 
delphia Electric Co., Philadelphia, 
Pa. 


B. L. ALLEY, Boston Edison Co., Bos- 
ton, Mass. 

K. S. ANDERSON, Kansas City Power 
& Light Co., Kansas City, Mo. 

F. E. ATKINSON, Arkansas-Missouri 
Power Co., Blytheville, Ark. 

H. W. BARNES, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

C. B. BRADSHAW, Southern California 
Edison Co., Los Angeles, Calif. 

L. D. BruMIT, Florida Power Corp., 
St. Petersburg, Fla. 

C. R. COLLYER, Pennsylvania Power & 
Light Co., Allentown, Pa. 

J. J. COOKE, New Orleans Public Ser- 
vice Inc., New Orleans, La. 

W. W. Crow, Wisconsin 
Power Co., Milwaukee, Wis. 

D. J. DAWSON, Boston Edison Co., 
Boston, Mass. 

H. C. ENAS, Texas Electric Service 
Co., Fort Worth, Texas. 

R. C. ETHERIDGE, Virginia Electric 
and Power Co., Richmond, Va. 

N. L. KENNEDY, Central Illinois Elec- 
tric and Gas Co., Rockford, Ill. 

E. A. LADD, Ohio Edison Co., Akron, 
Ohio. 


Electric 
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J. C. MEYERS, Union Electric Co. of 
Missouri, St. Louis, Mo. 

R. F. MILLER, Northern States Power 
Co., Eau Claire, Wis. 

T. J. Muck, Duquesne Light Co., 
Pittsburgh, Pa. 

C. J. NICHOLS, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

L. G. PARK, Portland General Electric 
Co., Portland, Ore. 

E. J. RosazzA, The United Illumi- 
nating Co., New Haven, Conn. 

A. I. RussAk, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

S. E. SANTOS, New York State Elec- 
tric and Gas Corp., Ithaca, N. Y. 
J. B. SCHMID, Long Island Lighting 

Co., Mineola, N. Y. 

ANTON STEVEN, West Penn Power 
Co., Pittsburgh, Pa. 

H. R. SYMES, The Detroit Edison Co., 
Detroit, Mich. 

R. E. TATE, Kansas Gas and Electric 
Co., Wichita, Kan. 

K. M. TorGERSON, Iowa Power & 
Light Co., Des Moines, Iowa. 

R. B. TRITTON, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 


Plant Accounting and Records 
Committee 


Chairman, F. W. Ross, Pennsylvania 
Power & Light Co., Allentown, Pa. 

Vice Chairman, M. B. ROMEISER, Ni- 
agara Mohawk Power Corp., Syra- 
cuse, N. Y. 


D. J. BEAUDET, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

A. J. BRODTMANN, New Orleans Pub- 
lic Service Inc., New Orleans, La. 

G. A. BROWNMILLER, The Connecticut 
Light & Power Co., Berlin, Conn. 

H. T. BUCHANAN, Carolina Power & 
Light Co., Raleigh, N. C. 

L. W. Burns, Northern States Power 
Co., Minneapolis, Minn. 

S. H. Capy, Rochester Gas & Electric 
Corp., Rochester, N. Y. 

R. C. CRAVENS, Kansas City Power 
& Light Co., Kansas City, Mo. 

J. W. DUNGAN, The Toledo Edison 
Co., Toledo, Ohio. 

H. L. FRENCH, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

C. V. GALE, Boston Edison Co., Bos- 
ton, Mass. 

A. W. GARREN, Ohio Edison Co., Ak- 
ron, Ohio. 

W. H. GIFFORD, Potomac Electric 
Power Co., Washington, D. C. 

JOHN HANNA, Public Service Electric 
and Gas Co., Newark, N. J. 
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A. C. HERRON, Florida Power Corp., 
St. Petersburg, Fla. 

G. M. Hess, Pennsylvania Electric 
Co., Johnstown, Pa. 

P. D. JOHNSON, Consolidated Edison 
Co. of New York, Inc., New York, 
N. Y. 

C. W. KELSEY, New York State Elec- 
tric & Gas Corp., Ithaca, N. Y. 

H. H. KLOCKENBRINK, Union Electric 
Co. of Missouri, St. Louis, Mo. 

J. F. KRuSZKA, Central Illinois Public 
Service Co., Springfield, II. 

C. A. MCKENNA, Wisconsin Public 
Service Corp., Green Bay, Wis. 


R. L. MEYER, Iowa Power & Light Co., | 


Des Moines, Iowa. 


H. J. MurpHy, Duquesne Light Co., P 


Pittsburgh, Pa. 


S. S. NEwcoms, The United Illumi- | 


nating Co., New Haven, Conn. 

G. F. OEHMKE, The Detroit Edison 
Co., Detroit, Mich. 

R. T. PENTECOST, Georgia Power Co., 
Atlanta, Ga. 

L. W. ROBINSON, Consumers 
Co., Jackson, Mich. 

M. L. RUGLESs, Southern California 
Edison Co., Los Angeles, Calif. 

W. M. SELLERS, Virginia Electric and 
Power Co., Richmond, Va. 

J. L. SUNDAY, Philadelphia Electric 
Co., Philadelphia, Pa. 

P. J. WoLFF, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 


Power 


Taxation Accounting Committee 
Chairman, C. A. PALMGREN, JR., New 
Orleans Public Service Inc., New 
Orleans, La. 
Vice Chairman, H. M. Hosson, Public 
Service Electric and Gas Co., New- 
ark, N. J. 


W.S. ALT, Union Electric Co. of Mis- 
souri, St. Louis, Mo. 

E. M. BARRETT, Long Island Lighting 
Co., Mineola, N. Y. 

J. F. BRENNAN, Philadelphia Electric 
Co., Philadelphia, Pa. 

L. D. BruMIT, Florida Power Corp, 
St. Petersburg, Fla. 

W. G. CHRISTIE, General Public Utili- 
ties Corp., New York, N. Y. 

A. M. CLEMENT, Virginia Electric and 
Power Co., Richmond, Va. 

G. J. COVALT, The West Penn Electric 
Co. (Inc.), New York, N. Y. 

H. B. DARDEN, Monongahela Power 
Co., Fairmont, W. Va. 

H. G. DERNBERGER, American Gas and 
Electric Service Corp., New York, 
N.Y. 
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orp., § R. M. Dopps, Ebasco Services Inc., H. S. HOowarp, Niagara Mohawk C. B. Rosser, Kansas City Power & 
New York, N. Y. Power Corp., Syracuse, N. Y. Light Co., Kansas City, Mo. 
ctric § F. J. Dvorak, Middle West Service A. G. MAIHOFER, The Detroit Edison S. J. SCHIML, The Dayton Power & 
Co., Chicago, IIl. Co., Detroit, Mich. Light Co., Dayton, Ohio. 
lison § P. W. EPPERLEIN, Consolidated Edi- J. B. MARBURGER, West Penn Power OC. F. SCHOENEBAUM, Ebasco Services 
‘ork, son Co. of New York, Inc., New Co., Pittsburgh, Pa. Inc., New York, N. Y. 
York, Bi. 7. E. E. MATTHEWS, Public Service Co. L. F. SCHOLLEY, The Cleveland Elec- 
Hlec- § M. R. FERRER, Southern Services, Inc., of Colorado, Denver, Colo. tric Iluminating Co., Cleveland, 
} | Birmingham, Ala. A. C. MCMENIMEN, Boston Edison Ohio. 
ctric § T. J. FLANAGAN, New England Power Co., Boston, Mass. L. E. SLADE, Iowa Power and Light 
Service Co., Boston, Mass. L. H. MITCHELL, Delaware Power & Co., Des Moines, Iowa. 
ublic § C. E. GLEASON, Rochester Gas & Elec- Light Co., Wilmington, Del. L. J. STROMBERG, Northern States 
tric Corp., Rochester, N. Y. R. C. Moore, Potomac Electric Power Power Co., Minneapolis, Minn. 
ublic 1 W. E. GRAY, Kentucky Utilities Co., Co., Washington, D. C. C. J. TRUDEAU, Wisconsin Electric 
| Lexington, Ky. W. R. Moran, The Toledo Edison Co., Power Co., Milwaukee, Wis. 
Co., | J. F. HALTEMAN, Ohio Edison Co., Toledo, Ohio. R. J. VAN Ess, Consumers Power Co., 
3 =©Akron, Ohio. T. F. O’BRIEN, Ebasco Services Inc., Jackson, Mich. 
Co., | J. M. HARKINS, Duquesne Light Co., New York, N. Y. J. R. WEGER, Consolidated Gas Elec- 
: Pittsburgh, Pa. W. L. PAYNE, Stone & Webster Ser- tric Light and Power Co. of Balti- 
umi- |} R. A. HEIMANN, Columbus and South- vice Corp., New York, N. Y. more, Baltimore, Md. 
ern Ohio Electric Co., Columbus, J. G. REESE, Houston Lighting & OG. H. Wier, Commonwealth Edison 
lison Ohio. Power Co., Houston, Texas. Co., Chicago, IIl. 

T. W. HOLLAND, Public Service Co. of G. E. RICHARD, Gulf States Utilities J. E. WILLIAMS, Cambridge Electric 
Co., Oklahoma, Tulsa, Okla. Co., Beaumont, Texas. Light Co., Cambridge, Mass. 

T. F. HoLTHAM, New York State Elec- E. J. Rook, Iowa-Illinois Gas and OC. E. York, The Cincinnati Gas & 
ower tric & Gas Corp., Ithaca, N. Y. Electric Co., Davenport, Iowa. Electric Co., Cincinnati, Ohio. 
yrnia 
. and m Te. 

i Commercial Division 

tric 

oliaiin COMMERCIAL DIVISION F. A. COMPTON, The Detroit Edison C. H. LEATHAM, Monongahela Power 

‘s GENERAL COMMITTEE Co., Detroit, Mich. Co., Fairmont, W. Va. 

B. M. DAvis, Mississippi Power & A. T. LITTLEFIELD, Central Maine 

Mee Chairman, S. L. DRUMM, West Penn Light Co., Jackson, Miss. Power Co., Augusta, Me. 

seas) Power Co., Pittsburgh, Pa. D. M. nag ag ie ag Ser- T. O. ee ee Edi- 
: < . vice Corp., New York, N. Y. son Co., Reading, Pa. 

New| Vice Chairman, sees 2 a a H. E. DEXTER, Central Hudson Gas & C. A. MULLIGAN, Consumers Power 
sylvania Power & Light Co., Allen . , : 

, tee ie Electric Corp., Poughkeepsie, N. Y. Co., Jackson, Mich. 

ublicp _ ©. R. Dorrr, Pacific Gas and Electric V. J. OUELLETTE, The Hartford Elec- 

New- | Vice Chairman, R. W. Burts, Ohio Co., San Francisco, Calif. tric Light Co., Hartford, Conn. 
Edison Co., Akron, Ohio. C. L. DUNN, Ohio Edison Co., Akron, G. W. OUSLER, Duquesne Light Co., 

Vice Chairman, B. S. Moss, Georgia Ohio. Pittsburgh, Pa. 

Mis- Power Co., Atlanta, Ga. F. I. FAIRMAN, Kentucky Utilities Co., B. L. PaLM, Central Illinois Public 
. : . Lexington, Ky. Service Co., Springfield, Il. 

hting re bi si ae ag T. B. FERGUSON, Texas Power & Light RALPH RAYMOND, Commonwealth Edi- 
Mewesk. 0. J. Co., Dallas, Texas. son Co., Chicago, II. 

ctric “i T. D. FuLForD, Virginia Electric and HARRY RESTOFSKI, West Penn Power 

_ a a a Power Co., Richmond, Va. Co., Pittsburgh, Pa. 

orp, rd taped a ee C. A. HARRISON, The Toledo Edison ‘ae Te Indianapolis Power 

’ . Co., Toledo, Ohio. ight Co., Indianapolis, Ind. 
Util: | Mf. C. ALBRITTAIN, Consolidated Gas J. R. HarTMan, The Cincinnati Gas eM gE oe — es 
: : & Electric Co., Cincinnati, Ohio. Light Co., Des Moines, Iowa. 

O oad Electric Light and Power Co. of * 7’ M. E. SKINNER, Union Electric Co. of 
Baltimore, Baltimore, Md. G. N. HAWLEY, Southern California Missouri, St. Louis, Mo. 

sctric | 9° S- BARTLETT, Potomac Electric Edison Co., Los Angeles, Calif. _ J. M. STEDMAN, Pennsylvania Power 
Power Co., Washington, D. C. R. C. HIENTON, The Cleveland Electric & Light Co., Allentown, Pa. 

ower | C- T. BREMICKER, Northern States Illuminating Co., Cleveland, Ohio. E, A. STEINBUEHLER, Consolidated 
Power Co., Minneapolis, Minn. K. I. JAcK, The Washington Water Edison Co. of New York, Inc., New 

sand @P. D. Brooks, American Gas and Power Co., Spokane, Wash. York, N. Y. 

York, Electric Service Corp., New York, C.D. LAWRENCE, New England Power H. P. J. STEINMETZ, Public Service 


MN. Y. Service Co., Boston, Mass. Electric and Gas Co., Newark, N. J. 
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J. B. TAYLor, Atlantic City Electric 
Co., Atlantic City, N. J. 

R. P. WAGNER, Niagara Mohawk 
Power Corp., Albany, N. Y. 

W. H. WAGNER, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

C. M. WALLACE, JR., Georgia Power 
Co., Atlanta, Ga. 

G. E. WHITWELL, Philadelphia Elec- 
tric Co.. Philadelphia, Pa. 

E. A. WILSON, Alabama Power Co., 
Birmingham, Ala. 


COMMERCIAL SALES SECTION 


Chairman, R. W. BUTTS, Ohio Edison 
Co., Akron, Ohio. 


Commercia! Cooking and Water 
Heating Committee 


Chairman, ALEX R. HAMPSEY, JR., 
Duquesne Light Co., Pittsburgh, 
Pa. 


C. E. ANDERSON, Virginia Electric 
and Power Co., Richmond, Va. 

J. L. BEAVER, Metropolitan Edison 
Co., Reading, Pa. 

H. M. BLACKBURN, Potomac Electric 
Power Co., Washington, D. C. 

G. W. BRITTON, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
C. R. BROADHEAD, Narragansett Elec- 

tric Co., Providence, R. I. 

A. C. BRODEUR, JR., Western Massa- 
chusetts Electric Co., Springfield, 
Mass. 

L. T. CALE, Alabama Power Co., 
Birmingham, Ala. 

H. E. CARNEY, The Toledo Edison Co., 
Toledo, Ohio. 

S. S. Cox, The Detroit Edison Co., 
Detroit, Mich. 

E. B. HASKELL, The United Illuminat- 
ing Co., New Haven, Conn. 

H. E. KING, West Penn Power Co., 
Pittsburgh, Pa. 

O. R. MONROE, Southern California 
Edison Co., Los Angeles, Calif. 

R. C. PFLUG, Wisconsin Power and 
Light Co., Madison, Wis. 

B. E. PLOWMAN, The Washington 
Water Power Co., Spokane, Wash. 

F. G. SMITH, Mississippi Power & 
Light Co., Jackson, Miss. 

C. E. SPEROW, Ohio Edison Co., Akron, 
Ohio. 

R. W. STEWART, New York State Elec- 
tric & Gas Corp., Binghamton, N. Y. 

E. P. WERLEY, Pennsylvania Power & 
Light Co., Allentown, Pa. 

J. C. ZEILER, Indiana & Michigan 

Electric Co., Fort Wayne, Ind. 





EDISON ELECTRIC INSTITUTE BULLETIN 


Commercial Electric Space Heating 
and Air Conditioning Committee 


Chairman, J. C. MuRTHA, Consoli- 
dated Edison Co. of New York, Inc., 
New York, N. Y. 


PAUL BAUMBLATT, The Detroit Edison 
Co., Detroit, Mich. 

Ross BROWN, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

R. I. BULL, The Ohio Power Co., Can- 
ton, Ohio. 

C. F. ContTols, Gulf States Utilities 
Co., Beaumont, Texas. 

HuGH RosBerts, Alabama Power Co., 
Birmingham, Ala. 

L. RAY WEAVER, Philadelphia Electric 
Co., Philadelphia, Pa. 


Commercial Lighting Committee 


Chairman, H. R. JONES, West Penn 
Power Co., Pittsburgh, Pa. 


R. K. Bear, Kansas Gas and Electric 
Co., Wichita, Kan. 

W. L. BYRNE, Ebasco Services Inc., 
New York, N. Y. 

J. L. CAMPBELL, New Orleans Public 
Service Inc., New Orleans, La. 

E. M. CHELLEW, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

W. P. GRAHAM, Philadelphia Electric 
Co., Philadelphia, Pa. 

C. D. HOLLISTER, Niagara Mohawk 
Power Corp., Albany, N. Y. 

WAYNE KUuUNDE, Duquesne Light Co., 
Pittsburgh, Pa. 

H. A. LAWRENCE, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 

S. F. MACLEAN, The United Illuminat- 
ing Co., New Haven, Conn. 


W. P. MCPHERSON, Carolina Power &, 


Light Co., Raleigh, N. C. 

CLIFFORD MILLER, Consolidated Edison 
Co. of New York, Inc., New York, 
N. Y. 

J. H. K. SHANNAHAN, Indiana & 
Michigan Electric Co., Fort Wayne, 
Ind. 

W. A. STANNARD, Consumers Power 
Co., Jackson, Mich. 

L. E. TAYLOR, The Detroit Edison Co., 
Detroit, Mich. 

L. C. TWICHELL, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

J. S. WALSH, Pacific Gas and Electric 

Co., San Francisco, Calif. 
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Market Development and Electrical 
Applications Committee 


Chairman, C. E. Borpers, Indian- 
apolis Power & Light Co., Indian- 
apolis, Ind. 


PAUL GIBSON, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

J. R. GuiprRoz, New Orleans Public 
Service Inc., New Orleans, La. 

A. T. HESTER, Potomac Electric Power 
Co., Washington, D. C. 

PARKER LOWELL, Minnesota Power & 
Light Co., Duluth, Minn. 

V. J. OUELLETTE, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

J. F. ROBERTS, Philadelphia Electric 
Co., Philadelphia, Pa. 

E. L. SPANAGEL, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

H. M. WALNE, Dallas Power & Light 
Co., Dallas, Texas. 


FARM SECTION 


Chairman, Bup S. Moss, 
Power Co., Atlanta, Ga. 


Georgia 


Agricultural Development 
Committee 


Chairman, J. L. COPEMAN, Mononga- 
hela Power Co., Fairmont, W. Va. 


W. L. BAKER, JR., Alabama Power Co., 
Birmingham, Ala. 

G. A. BALES, Texas Electric Service 
Co., Fort Worth, Texas. 

H. F. Barton, St. Joseph Light & 
Power Co., St. Joseph, Mo. 

L. B. CARNEY, Niagara Mohawk Power 
Corp., Albany, N. Y. 

THOR CHRISTENSEN, Pacific Gas and 
Electric Co., San Francisco, Calif. 

C. F. CHUNGLO, Western Massachu- 
setts Electric Co., Springfield, Mass. 

R. K. Derry, The Ohio Power Co., 
Canton, Ohio. 

S. J. Fotks, JR., Florida Power Corp., 
St. Petersburg, Fla. 

H. M. Gipss, Texas Power & Light 
Co., Dallas, Texas. 

A. S. GILBERT, Idaho Power Co., Boise, 
Idaho. 

E. J. GILDEHAUS, Union Electric Co. 
of Missouri, St. Louis, Mo. 

J.S. HAMILTON, Virginia Electric and 
Power Co., Richmond, Va. 

R. M. KIRKBRIDE, Ohio Edison Co., 
Akron, Ohio. 

H. O. ROBERTS, JR., Central Power and 

Light Co., Corpus Christi, Texas. 
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W. E. SAWDON, Delaware Power & 
Light Co., Wilmington, Del. 

BURWELL SMITH, Carolina Power & 
Light Co., Asheville, N. C. 


Farm Sales Promotion Committee 


Chairman, L. H. HAMMOND, New 
York State Electric & Gas Corp., 
Binghamton, N. Y. 


W. A. BODWELL, Public Service Co. of 
New Hampshire, Manchester, N. H. 

J. C. CAHILL, The Detroit Edison Co., 
Detroit, Mich. 

R. T. JONES, Pennsylvania Power & 
Light Co., Allentown, Pa. 

E. A. PALMBERG, The Kansas Power 
and Light Co., Topeka, Kan. 

J. J. POWELL, Mississippi Power & 
Light Co., Jackson, Miss. 

A. E. SCHWARZ, Ebasco Services Inc., 
New York, N. Y. 

D. G. WOMELDORFF, Commonwealth 
Edison Co., Chicago, IIl. 


Farm Utilization Committee 


Chairman, M. B. PENN, Alabama 
Power Co., Birmingham, Ala. 


W. T. ACKERMAN, The Connecticut 
Light & Power Co., Hartford, Conn. 

F. R. BAILEY, Central Maine Power 
Co., Augusta, Me. 

STANLEY BIDLACK, Philadelphia Elec- 
tric Co., Coatesville, Pa. 

J. L. BURGAN, New York State Elec- 
tric & Gas Corp., Ithaca, N. Y. 

OscakR HAaG, Northwestern Public 
Service Co., Huron, S. D. 

R. G. HARVEY, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

E. R. HEACOCK, Central Illinois Public 
Service Co., Springfield, II. 

J. W. Hot, Long Island Lighting 
Co., Riverhead, N. Y. 

R. E. JOHNSON, The Toledo Edison 
Co., Toledo, Ohio. 

W. B. KENNEDY, Central Illinois Light 
Co., Peoria, IIl. 

W. R. KOLLMAYR, New Jersey Power 
& Light Co., Dover, N. J. 

A. G. MAYER, The Washington Water 
Power Co., Spokane, Wash. 

E. R. McEWEN, Public Service Co. of 
Colorado, Denver, Colo. 

E. R. MurpPuy, Kentucky Utilities Co., 
Lexington, Ky. 

A. A. PFINGSTEN, Wisconsin Public 
Service Corp., Green Bay, Wis. 

E. D. SMITH, The Dayton Power and 
Light Co., Dayton, Ohio. 

R. R. SMITH, Metropolitan Edison Co., 
Reading, Pa. 
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M. O. WHITHED, Atlantic City Elec- 
tric Co., Atlantic City, N. J. 

ODIN WILHELMY, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio. 


Rural Youth Committee 


Chairman, A. H. GRAY, JR., South- 
western Gas and Electric Co., 
Shreveport, La. 


W. L. BENEDITZ, Northern States 
Power Co., Minneapolis, Minn. 

C. A. BRADFORD, Public Service Co. of 
Oklahoma, Tulsa, Okla. 

J. M. GOODMAN, South Carolina Elec- 
tric & Gas Co., Denmark, S. C. 

LAMOYNE GOODWIN, Gulf States Utili- 
ties Co., Beaumont, Texas. 

W. C. Hocc, The Narragansett Elec- 
tric Co., Providence, R. I. 
C. E. JEERINGS, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
M. H. LLoyD, Niagara Mohawk Power 
Corp, Buffalo, N. Y. 

A. J. RHODES, Louisiana Power & 
Light Co., New Orleans, La. 

F. L. RIMBACH, New England Power 
Service Co., Clinton, Mass. 

P. R. SCHEPERS, Consumers Power 
Co., Jackson, Mich. 


INDUSTRIAL POWER AND 
HEATING SECTION 


Chairman, G. S. YOUNG, Kansas City 
Power & Light Co., Kansas City, 
Mo. 


Competitive Service Committee 


Chairman, H. W. MEMMOTT, The Con- 
necticut Light & Power Co., Hart- 
ford, Conn. 


W. R. ANKROM, The Ohio Power Co., 
Canton, Ohio. 

J. H. Guz, Pacific Gas and Electric 
Co., San Francisco, Calif. 

T. D. Hoskins, Louisiana Power & 
Light Co., New Orleans, La. 

R. R. JOHNSON, Duquesne Light Co., 
Pittsburgh, Pa. 

L. F. KIELSMEIER, Ohio Edison Co., 
Akron, Ohio. 

DUANE LANDON, St. Joseph Light & 
Power Co., St. Joseph, Mo. 

H. C. LeEVols, Gulf States Utilities 
Co., Beaumont, Texas. 

W. P. LYMAN, Carolina Power & Light 
Co., Raleigh, N. C. 

G. A. Nay, Monongahela Power Co., 
Fairmont, W. Va. 
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General Power and Heating 
Committee 


Chairman, P. W. McCorMIck, Union 
Electric Co. of Missouri, St. Louis, 
Mo. 


W. G. ADAMS, Central Illinois Public 
Service Co., Springfield, Ill. 

J. H. AHRENS, The Hartford Electric 
Light Co., Hartford, Conn. 

B. R. ASKEW, Georgia Power Co., At- 
lanta, Ga. 

R. W. BASCHNAGEL, Rochester Gas 
and Electric Corp., Rochester, N. Y. 

G. R. BLACK, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

W. B. CAMPBELL, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 

F. F. DICKMANN, West Penn Power 
Co., Pittsburgh, Pa. 

B. B. DRAGSTREM, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

P. W. EMLER, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

L. P. Fries, New York State Electric 
& Gas Corp., Binghamton, N. Y. 

H. C. GAvUSE, Alabama Power Co., 
Birmingham, Ala. 

L. C. Rog, Atlantic City Electric Co., 
Atlantic City, N. J. 

C. J. SODERGREN, Consolidated Gas 
Electric Light and Power Co. of 
Baltimore, Baltimore, Md. 

A. D. SPILLMAN, Philadelphia Electric 
Co., Philadelphia, Pa. 

C. H. L. THOMPSON, The Toledo Edi- 
son Co., Toledo, Ohio. 

R. W. WYMAN, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 


Industrial Sales Methods and 
Development Committee 


Chairman, F. E. WIATT, The Cincin- 
nati Gas & Electric Co., Cincinnati, 
Ohio. 


G. M. ALLEN, The Detroit Edison Co., 
Detroit, Mich. 

J. H. COATES, Ebasco Services Inc., 
New York, N. Y. 

MAXWELL COLE, Philadelphia Electric 
Co., Philadelphia, Pa. 

S. F. DIFFENDERFER, Pennsylvania 
Power & Light Co., Allentown, Pa. 

F. R. Knipp, The Dayton Power and 
Light Co., Dayton, Ohio. 

S. A. Moore, Public Service Electric 
and Gas Co., Newark, N. J. 

J. F. Morton, New Orleans Public 
Service Inc., New Orleans, La. 

C. H. Purdy, Consumers Power Co., 
Jackson, Mich. 
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T. L. VAN Law, Southern California 
Edison Co., Los Angeles, Calif. 

W. D. WILKINSON, New England 
Power Service Co., Boston, Mass. 


RESIDENTIAL SECTION 


Chairman, H. H. BRENAN, Pennsyl- 
vania Power & Light Co., Allen- 
town, Pa. 


Dealer Coordination Committee 


Chairman, J. R. WATERS, Mononga- 
hela Power Co., Fairmont, W. Va. 


W. T. ACKLEY, Ohio Edison Co., 
Akron, Ohio. 

C. W. AILSTOCK, Florida Power Corp., 
St. Petersburg, Fla. 

E. N. AVEGNO, New Orleans Public 
Service Inc., New Orleans, La. 

W. S. Bascom, Union Electric Co. of 
Missouri, St. Louis, Mo. 

W. N. BRANSON, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

C. A. Byron, The Connecticut Light 
& Power Co., Hartford, Conn. 

R. S. CHAPPELLE, Georgia Power Co., 
Atlanta, Ga. 

S. A. DENNIS, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio. 

F. T. ELLENBERG, Atlantic City Elec- 
tric Co., Atlantic City, N. J. 

P. W. EVANS, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

R. W. GRAHAM, Alabama Power Co., 
Birmingham, Ala. 

J. M. HOLLINGSWORTH, Iowa-Illinois 
Gas and Electric Co., Davenport, 
Iowa. 

J. T. JONES, The Empire District 
Electric Co., Joplin, Mo. 

F. M. KIMBALL, Kansas Gas and Elec- 
tric Co., Wichita, Kan. 

W. E. LIND, Pacific Gas and Electric 
Co., San Francisco, Calif. 

T. L. LosBy, Northern States Power 
Co., Minneapolis. Minn. 

J. H. MULLEN, West Penn Power Co., 
Pittsburgh, Pa. 

H. P. RISLEY, Public Service Co. of 
Colorado, Denver, Colo. 

L. H. SHAFF, Arizona Public Service 
Co., Phoenix, Ariz. 

W. L. TAIT, Portland General Electric 
Co., Portland, Ore. 

F. E. TAytor, Philadelphia Electric 
Co., Philadelphia, Pa. 

P. E. THOMAS, Rochester Gas and 
Electric Corp., Canandaigua, N. Y. 





EDISON ELECTRIC INSTITUTE BULLETIN 


Home Service Committee 


Chairman, Mrs. MILDRED LESSENICH, 
Wisconsin Electric Power Co., Mil- 
waukee, Wis. 


Miss ANNA BINES, Texas Electric 
Service Co., Fort Worth, Texas. 


Miss ROSAMOND CARLSON, Northern 
States Power Co., Minneapolis, 
Minn. 


MIss FRANCES R. CULLEN, Boston Edi- 
son Co., Boston, Mass. 

Mrs. MARIQUITA DYGERT, The Detroit 
Edison Co., Detroit, Mich. 

Mrs. MARGUERITE FENNER, Pacific Gas 
and Electric Co., San Francisco, 
Calif. 

Miss JANE GRAU, Duquesne Light Co., 
Pittsburgh, Pa. 

Miss EVELYN HANSEN, Utah Power 
& Light Co., Salt Lake City, Utah. 

Miss EDITH HITCHCOCK, Alabama 
Power Co., Birmingham, Ala. 

Miss RuTH D. KRuUGER, Arizona Pub- 
lic Service Co., Phoenix, Ariz. 

Miss JUDITH E. O’FLAHERTY, Phila- 
delphia Electric Co., Philadelphia, 
ra: 

Miss J. PHYLLIS OWEN, Virginia Elec- 
tric and Power Co., Richmond, Va. 

Miss ELIZABETH PARKER, 
Power Co., Atlanta, Ga. 

Miss MARGARET SCHNEIDER, Wheel- 
ing Electric Co., Wheeling, W. Va. 

Miss RUTH SHANK, Union Electric 
Co. of Missouri, St. Louis, Mo. 

Mrs. LETHA M. STRONG, Kansas City 
Power & Light Co., Kansas City, 
Mo. 

Mrs. AMY THOMPSON, Florida Power 
Corp., St. Petersburg, Fla. 

Miss MAryY E. TURNER, Potomac Elec- 
tric Power Co., Washington, D. C. 

MIss ELIZABETH WILLIAMS, Monon- 


Georgia 


gahela Power Co., Fairmont, W. Va. 


Market Research Committee 


Chairman, G. L. LAHODNY, The De- 
troit Edison Co., Detroit, Mich. 


A. J. BAZELEY, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
R. R. CAHAL, JR., Ebasco Services Inc., 
New York, N. Y. 

J. N. ENGEL, West Penn Power Co., 
Pittsburgh, Pa. 

G. A. GRUEN, Wisconsin 
Power Co., Milwaukee, Wis. 

D. D. LEEs, Atlantic City Electric Co., 
Atlantic City, N. J. 


Electric 
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R. I. MENDES, Pacific Gas and Electric 
Co., San Francisco, Calif. 

M. A. O’MALLEY, New England Power 
Service Co., Boston, Mass. 

E. A. SNYDER, American Gas and 
Electric Service Corp., New York, 
N.. ¥. 


Residential Lighting Committee 


Chairman, DONALD E. BOOTES, The 
Dayton Power and Light Co., Day- 
ton, Ohio. 


F. E. CHENEY, Philadelphia Electric 
Co., Philadelphia, Pa. 

S. A. COXHEAD, Central Illinois Elec- 
tric and Gas Co., Rockford, IIl. 

Miss STELLA M. FETZER, The Cincin- 
nati Gas & Electric Co., Cincinnati, 
Ohio. 

W. E. Fousom, Dallas Power & Light 
Co., Dallas, Texas. 

K. M. LARUE, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio. 

W. G. McKIE, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 
R. J. MILLER, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
J. F. PARSONS, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 

J. S. C. Ross, Pacific Gas and Electric 
Co., San Francisco, Calif. 

J. A. SAHLMAN, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

C. J. SINNOTT, New Orleans Public 
Service Inc., New Orleans, La. 


Residential Promotion Committee 


Chairman, ROBERT L. CoE, Union 
Electric Co. of Missouri, St. Louis, 
Mo. 


T. G. ALLAN, West Penn Power Co., 
Pittsburgh, Pa. 

J. P. Brown, Alabama Power Co., 
Birmingham, Ala. 

N. E. BROWN, Commonwealth Edison 
Co., Chicago, IIl. 

J. F. Burt, Western Massachusetts 
Electric Co., Pittsfield, Mass. 

H. F. Carr, Consolidated Gas Electric 
Light and Power Co. of Baltimore, 
Baltimore, Md. 

R. B. DENHARDT, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 
i ae 

I. C. Dixon, Atlantic City Electric 
Co., Atlantic City, N. J. 

L. A. DUCKWORTH, New York State 
Electric & Gas Corp., Binghamton, 
i. ie oe 

G. A. ENGLES, New Jersey Power & 
Light Co., Dover, N. J. 
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J. J. GORMAN, Philadelphia Electric 
Co., Philadelphia, Pa. 

R. W. HELLER, Duquesne Light Co., 
Pittsburgh, Pa. 

H. G. Huey, Northern States Power 
Co., Minneapolis, Minn. 

E. J. HuRLEY, The Detroit Edison Co., 
Detroit, Mich. 

J. H. KEELE, Florida Power & Light 
Co., Miami, Fla. 

A. T. Mituott, Ebasco Services Inc., 
New York, N. Y. 

A. B. PATERSON, JR., Louisiana Power 
& Light Co., New Orleans, La. 

M. A. PAULIN, Kansas City Power & 
Light Co., Kansas City, Mo. 

J. A. REED, Southwestern Gas and 
Electric Co., Shreveport, La. 

J. S. C. Ross, Pacific Gas and Electric 
Co., San Francisco, Calif. 

B. F. SHIELDS, Potomac Electric Power 
Co., Washington, D. C. 

R. W. SMITH, Metropolitan Edison 
Co., Reading, Pa. 

J. G. SNYDER, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

Max SupputH, Arkansas Power & 
Light Co., Little Rock, Ark. 

O. R. WILLIAMSON, Kentucky Utilities 
Co., Inc., Lexington, Ky. 

H. J. WILSON, Georgia Power Co., At- 
lanta, Ga. 


SPECIAL SERVICE SECTION 


Chairman, F. C. PESVEYC, Public Ser- 
vice Electric and Gas Co., Newark, 
or 


Sales Personnel and Training 
Committee 


J. C. MELTON, Potomac 
Co., Washington, 


Chairman, 
Electric Power 
Dp: ©. 
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KE. T. BREWER, Public Service Electric 
and Gas Co., Newark, N. J. 

L. D. KNEEN, Northern States Power 
Co., Minneapolis, Minn. 

R. T. MAzzuccui, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

J. 8. C. Ross, Pacific Gas and Electric 
Co., San Francisco, Calif. 

E. F. SHIELDS, New England Power 
Service Co., Boston, Mass. 

A. W. SMITH, Ebasco Services Inc., 
New York, N. Y. 

G. J. STEFFEN, Union Electric Co. of 
Missouri, St. Louis, Mo. 

G. W. THOMAS, Public Service Co. of 
Colorado, Denver, Colo. 

D. S. VALDEN, The Connecticut Light 
& Power Co., Hartford, Conn. 

G. W. WARNER, Consumers Power Co., 
Jackson, Mich. 


Street Lighting Committee 


Chairman, TAYLOR M. BArrR, Central 
Hudson Gas & Electric Corp., 
Poughkeepsie, N. Y. 


J. D. BLYTHE, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

R. B. BRown, Boston Edison Co., Bos- 
ton, Mass. 
J. R. Brucu, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
H. F. CARROLL, Pennsylvania Power & 
Light Co., Allentown, Pa. 

R. E. DAHLIN, Southern California 
Edison Co., Los Angeles, Calif. 

H. H. Goss, New York State Electric 
& Gas Corp., Binghamton, N. Y. 

R. A. Hoac, Idaho Power Co., Boise, 
Idaho. 

R. M. Hoot, Philadelphia Electric Co., 
Philadelphia, Pa. 

L. T. JOHNSON, Public Service Elec- 
tric and Gas Co., Newark, N. J. 
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G. E. KoRTEN, Consumers Power Co., 
Jackson, Mich. 

L. H. LINGEMANN, Duquesne Light 
Co., Pittsburgh, Pa. 

H. S. NONNEMAN, The Dayton Power 
and Light Co., Dayton, Ohio. 

W. A. F. PyYLe, Delaware Power & 
Light Co., Wilmington, Del. 

J. H. SHAW, Utah Power & Light Co., 
Salt Lake City, Utah. 

G. A. TROSPER, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

G. G. WHEELER, Northern States 
Power Co., Minneapolis, Minn. 

C. O. WooDworTH, Public Service Co. 
of Colorado, Denver, Colo. 


Wiring and Specifications 
Committee 


Chairman, H. K. KELLER, Indianapolis 
Power & Light Co., Indianapolis, 
Ind. 


W. H. ABRAHAM, Pacific Gas and 
Electric Co., San Francisco, Calif. 

J. H. ADAMS, Southern California Edi- 
son Co., Los Angeles, Calif. 

E. B. BRANT, Florida Power Corp., St. 
Petersburg, Fla. 

H. A. Brown, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

F. F. McCoy, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

J. G. MCKEARIN, Western Massachu- 
setts Electric Co., Springfield, Mass. 

W. R. MILBY, The Detroit Edison Co., 
Detroit, Mich. 

R. W. NEEL, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

A. A. ROEBKE, Public Service Co. of 
Colorado, Denver, Colo. 

HERBERT SNEAD, The Dayton Power 
and Light Co., Dayton, Ohio. 

R. W. WILSON, Kentucky Utilities Co., 
Inc., Lexington, Ky. 












ENGINEERING DIVISION 
GENERAL COMMITTEE 


Chairman, E. L. HouGH, Union Elec- 
tric Co. of Missouri, St. Louis, Mo. 

Secretary, H. E. KENT, Edison Elec- 
tric Institute, New York, N. Y. 


E. S. BuNpDy, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

P. H. CHASE, Philadelphia Electric 
Co., Philadelphia, Pa. 

L. E. Cook, Texas Power & Light Co., 
Dallas, Texas. 

E. W. DILLARD, New England Power 
Service Co., Boston, Mass. 

WALTER DREYER, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

J. H. Foote, Commonwealth Services, 
Inc., Jackson, Mich. 

C. W. FRANKLIN, Consolidated Edison 
Co. of New York, Inc., New York, 
NN. ¥. 

C. F. JoHN, Wisconsin Electric Power 
Co., Milwaukee, Wis. 

H. A. KAMMER, American Gas and 
Electric Service Corp., New York, 
N. Y. 

H. L. MELVIN, Ebasco Services, Inc., 
New York, N. Y. 

A. L. PENNIMAN, JR., Consolidated 
Gas Electric Light and Power Co. 
of Baltimore, Baltimore, Md. 

H. P. SEELYE, The Detroit Edison Co., 
Detroit, Mich. 

E. H. SNYDER, Public Service Electric 
and Gas Co., Newark, N. J. 

B. VAN NEss, JR., Pennsylvania Water 
& Power Co., Baltimore, Md. 

EARLE WILD, Commonwealth Edison 
Co., Chicago, Il. 


ELECTRICAL EQUIPMENT 
COMMITTEE 
Chairman, C. L. DERRICK, The Hart- 
ford Electric Light Co., Hartford, 
Conn. 
Secretary, A. T. HIGGINS, Edison Elec- 
tric Institute, New York, N. Y. 


C. W. ANTHONY, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

J. W. ASMANN, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

HARRIS BARBER, New England Power 
Service Co., Boston, Mass. 

C. E. BAUGH, Pacific Gas and Electric 
Co., San Francisco, Calif. 

F. T. BEAR, Delaware Power & Light 

Co., Wilmington, Del. 


E ngineering Division 


J. W. BENNETT, Western Massachu- 
setts Electric Co., Springfield, Mass. 

F. J. BERGER, Philadelphia Electric 
Co., Philadelphia, Pa. 

J. S. BROwN, Duquesne Light Co., 
Pittsburgh, Pa. 

R. D. BRowN, Monongahela 
Co., Fairmont, W. Va. 

F. W. Buck, The United Illuminating 
Co., New Haven, Conn. 

FRED CAMPBELL, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio. 

O. E. CHARLTON, Southern Services, 
Inc., Birmingham, Ala. 

P. S. CoLBy, Carolina Power & Light 
Co., Raleigh, N. C. 

R. P. CRIPPEN, Ebasco International 
Corp., New York, N. Y. 

H. E. DEARDORFF, The Dayton Power 
and Light Co., Dayton, Ohio. 

A. M. DEBELLIs, Consolidated Edison 
Co. of New York, Inc., New York, 
i i ae 

L. K. DEL ’HOMME, Houston Lighting 
& Power Co., Houston, Texas. 

W. J. DEMAUuRIAC, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

F. L. DENNIS, Boston Edison Co., 
Boston, Mass. 

E. F. DETuRK, Long Island Lighting 
Co., Mineola, N. Y. 

E. F. DISSMEYER, Ohio Edison Co., 
Akron, Ohio. 

E. B. DOESCHER, Northern States 
Power Co., Minneapolis, Minn. 

G. P. FALLON, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

J. E. FIFE, West Penn Power Co., 
Pittsburgh, Pa. 

W. B. Fisk, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

J. H. FooTE, Commonwealth Services, 
Inc., Jackson, Mich. 

L. R. GAMBLE, The Washington Water 
Power Co., Spokane, Wash. 

J. M. GEIGER, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

L. J. GILL, Pennsylvania 
Light Co., Hazleton, Pa. 

W. E. GUNDLACH, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

V. J. HAYES, The Connecticut Light & 
Power Co., Hartford, Conn. 

H. L. HOEPPNER, Pioneer Service & 
Engineering Co., Chicago, IIl. 

S. C. Hoover, Ohio Edison Co., Akron, 
Ohio. 


Power 


Power & 


L. F. HUNT, Southern California Edi- 
son Co., Los Angeles, Calif. 

J. C. JONES, Pacific Power & Light 
Co., Portland, Ore. 


E. J. KARSTEN, Kansas Gas and Elec- 
tric Co., Wichita, Kan. 

J. H. KINGHORN, American Gas and 
Electric Service Corp., New York, 
mM: Se. 

H. J. KLUMB, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

W. H. LAMBERT, Pennsylvania Elec- 
tric Co., Johnstown, Pa. 

J. P. LEwis, The Connecticut Power 
Co., Hartford, Conn. 

C. M. LYTLE, Kansas City Power & 
Light Co., Kansas City, Mo. 

R. G. MEYERAND, Union Electric Co. 
of Missouri, St. Louis, Mo. 

E. F. MILLER, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa. 

C. A. MOLSBERRY, Central Illinois 
Electric and Gas Co., Rockford, IIl. 

R. E. NEIDIG, Metropolitan Edison 
Co., Reading, Pa. 

R. M. PENNYPACKER, Philadelphia 
Electric Co., Philadlephia, Pa. 

R. E. PIERCE, Ebasco Services Inc., 
New York, N. Y. 

F. M. Porter, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

G. L. RHODES, New Orleans Public 
Service Inc., New Orleans, La. 

L. M. ROBERTSON, Public Service Co. 
of Colorado, Denver, Colo. 

H. F. ROEMPKE, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

R. J. SALSBURY, Duquesne Light Co., 
Pittsburgh, Pa. 

S. O. SCHAMBERGER, Niagara Mohawk 
Power Corp., Albany, N. Y. 

T. J. SCHEERER, Wisconsin Power and 
Light Co., Madison, Wis. 

R. C. R. SCHULZE, Atlantic City Elec- 
tric Co., Atlantic City, N. J. 

L. R. Scott, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

L. E. SMITH, The Toledo Edison Co., 
Toledo, Ohio. 

R. N. SOUTHGATE, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

J. SPENGLER, Illinois Power Co., De- 
catur, IIl. 

L. E. STEERE, JR., Potomac Electric 
Power Co., Washington, D. C. 

H. E. STITEs, Central Illinois Public 
Service Co., Springfield, Ill. 
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J. R. STOVER, New York State Elec- 
tric & Gas Corp., Binghamton, N. Y. 

H. T. SUTCLIFFE, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

G. M. TATuM, Virginia Electric and 
Power Co., Richmond, Va. 

D. W. TAYLOR, Public Service Electric 
and Gas Co., Newark, N. J. 

S. C. TOWNSEND, Pennsylvania Power 
& Light Co., Allentown, Pa. 

J. H. VIVIAN, Southern California 
Edison Co., Los Angeles, Calif. 

W. F. WETMORE, The Detroit Edison 
Co., Detroit, Mich. 

K. L. WHEELER, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 

R. W. WILBRAHAM, United Engineers 
& Constructors Inc., Philadelphia, 
ra: 

W. W. WISHARD, Commonwealth Edi- 
son Co., Chicago, IIl. 

R. R. WISNER, Stone & Webster Engi- 
neering Corp., Boston, Mass. 

J. Q. Wray, JR., Pennsylvania Water 
& Power Co., Baltimore, Md. 


HYDRAULIC POWER 
COMMITTEE 
Chairman, P. M. HEss, Pennsylvania 
Water & Power Co., Lancaster, Pa. 
Secretary, G. E. WATKINS, Edison 
Electric Institute, New York, N. Y. 


B. B. Brown, Virginia Electric and 
Power Co., Richmond, Va. 

L. B. CARD, Public Service Co. of Colo- 
rado, Denver, Colo. 

H. H. COCHRANE, The Montana Power 
Co., Butte, Mont. 

E. H. Couuins, The Washington 
Water Power Co., Spokane, Wash. 

T. J. CORWIN, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

G. F. Crowe, New England Power 
Service Co., Boston, Mass. 

A. V. DIENHART, Northern States 
Power Co., Minneapolis, Minn. 

R. E. FULREADER, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

C. H. GETCHELL, Western Massachu- 
setts Electric Co., Springfield, Mass. 

E. S. HARRISON, Georgia Power Co., 
Atlanta, Ga. 

W. H. HERBECK, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

WILLIAM JENNINGS, Utah Power & 
Light Co., Salt Lake City, Utah. 

A. T. LARNED, Ebasco Services Inc., 
New York, .N. Y. 

P. M. LEFEVER, Susquehanna Electric 
Co., Conowingo, Md. 

CorRBETT MCLEAN, Pacific Power & 
Light Co., Portland, Ore. 
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R. P. MORTELL, Puget Sound Power & 
Light Co., Seattle, Wash. 

T. C. STAVERT, Southern California 
Edison Co., Los Angeles, Calif. 
G. R. STRANDBERG, Stone & Webster 
Engineering Corp., Boston, Mass. 
E. B. STROWGER, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 

R. VAN VLIET, Pennsylvania Power & 
Light Co., Allentown, Pa. 

G. J. VENCILL, Union Electric Co. of 
Missouri, St. Louis, Mo. 

R. A. WALTON, Philadelphia Electric 
Co., Philadelphia, Pa. 

S. WEHNER, Pioneer Service & Engi- 
neering Co., Chicago, IIl. 

N. F. WILLIAMS, Southern Services, 
Inc., Birmingham, Ala. 

E. A. WOODHEAD, Idaho Power Co., 
Boise, Idaho. 

P. H. YELTON, California Electric 
Power Co., Riverside, Calif. 


METER AND SERVICE 
COMMITTEE 
Chairman, C. V. MorREY, Consolidated 
Edison Co. of New York, Inc., New 
York, N. Y. 
Secretary, A. T. HIGGINS, Edison Elec- 
tric Institute, New York, N. Y. 


V. P. ARMouR, Dallas Power & Light 
Co., Dallas, Texas. 

FRED AUSTIN, Public Service Co. of 
New Hampshire, Manchester, N. H. 

L. J. BECKWITH, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

H. W. BERNING, Central Illinois Pub- 
lic Service Co., Springfield, Ill. 

L. S. Berry, Central Illinois Electric 
and Gas Co., Rockford, III. 

E. J. BRown, Atlantic City Electric 
Co., Atlantic City, N. J. 
H. A. Brown, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
H. M. BRowNn, Commonwealth Edison 
Co., Chicago, II. 

S. K. BRown, Potomac Electric Power 
Co., Washington, D. C. 

J. E. BURNEY, Alabama Power Co., 
Birmingham, Ala. 

S. J. DeLuca, Delaware Power & 
Light Co., Wilmington, Del. 

E. E. DIEHL, The Toledo Edison Co., 
Toledo, Ohio. 

P. A. ESCHHOLZ, The Hartford Elec- 
tric Light Co., Hartford, Conn. 
W. H. FARRINGTON, Texas Electric 
Service Co., Fort Worth, Texas. 

K. S. Frevp, Ebasco Services Inc., 

New York, N. Y. 
G. W. GERELL, Union Electric Co. of 
Missouri, St. Louis, Mo. 
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M. M. Grapy, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

F. L. J. HAMMERLE, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

E. B. Hicks, Carolina Power & Light 
Co., Raleigh, N. C. 

C. L. HOCKMAN, Pennsylvania Elec- 
tric Co., Oil City, Pa. 

E. P. Hopces, Public Service Co. of 
Colorado, Denver, Colo. 

C. G. HOLLER, Mississippi Power & 
Light Co., Jackson, Miss. 

L. W. JONES, Kansas City Power & 
Light Co., Kansas City, Mo. 

W. JORDAN, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

E. L. KELLER, Duquesne Light Co., 
Pittsburgh, Pa. 

E. B. Kipp, San Diego Gas & Electric 
Co., San Diego, Calif. 

W. G. KNICKERBOCKER, The Detroit 
Edison Co., Detroit, Mich. 

W. N. LINDBLAD, Pacific Gas and Elec- 
tric Co., Emeryville, Calif. 

W. D. LINDsAy, West Penn Power 
Co., Connellsville, Pa. 

J. LINEBACK, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

T. E. LOBECK, Northern States Power 
Co., Minneapolis, Minn. 

J. N. MAYER, New York State Elec- 
tric & Gas Corp., Binghamton, N. Y. 

D. A. McNuLtTy, The Connecticut 
Light & Power Co., Hartford, Conn. 

Hi. L. MILLER, Houston Lighting & 
Power Co., Houston, Texas. 

J. A. Morris, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

V. W. NAss, Commonwealth Edison 
Co., Chicago, IIl. 

V. B. NOLAN, Florida Power & Light 
Co., Miami, Fla. 

G. A. PALMER, New England Power 
Service Co., Boston, Mass. 

A. J. PANSINI, Long Island Lighting 
Co., Hicksville, N. Y. 

T. J. PEARSON, Boston Edison Co., 
Boston, Mass. 

L. C. RAMON, JR., New Orleans Public 
Service Inc., New Orleans, La. 

A. W. RAUTH, Consumers Power Co., 
Jackson, Mich. 

F. A. REDDING, Southern California 
Edison Co., Alhambra, Calif. 

G. B. M. ROBERTSON, Philadelphia 
Electric Co., Philadelphia, Pa. 

F. H. RoGers, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

FLOYD SALMON, Central Power and 
Light Co., Corpus Christi, Texas. 

J. N. SCHWARTZ, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio. 
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C. P. STAHL, Wisconsin Power and 
Light Co., Madison, Wis. 

R. B. SWALLOW, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

S. B. VAUGHN, Florida Power Corp., 
St. Petersburg, Fla. 

J. R. WEST, Ohio Edison Co., Akron, 
Ohio. 

R. E. WHITE, Gulf States Utilities Co., 
Beaumont, Texas. 

G. J. YANDA, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 


PRIME MOVERS COMMITTEE 


Chairman, W. L. CHADWICK, Southern 
California Edison Co., Los Angeles, 
Calif. 


L. M. ABRAHAMSON, Wisconsin Power 
and Light Co., Madison, Wis. 

C. E. ANDERSON, New England Power 
Service Co., Boston, Mass. 

F. W. ARGUE, Stone & Webster Engi- 
neering Corp., Boston, Mass. 

R. A. BAKER, Public Service Electric 
and Gas Co., Newark, N. J. 

J. U. BALEY, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

C. R. BARTHELEMY, Pioneer Service 
& Engineering Co., Chicago, Ill. 

P. L. BARTOW, Florida Power Corp., 
St. Petersburg, Fla. 

W. C. BEATTIE, Consolidated Edison 
Co. of New York, Inc., New York, 
WY. 

M. F. BEEBE, The United Illuminating 
Co., New Haven, Conn. 

R. N. BENJAMIN, Georgia Power Co., 
Atlanta, Ga. 

W. D. BISSELL, Montaup Electric Co., 
Fall River, Mass. 

J. W. BLAKE, Oklahoma Gas and Elec- 
tric Co., Oklahoma City, Okla. 

P. A. BLANCHARD, Utah Power & 
Light Co., Salt Lake City, Utah. 
JOHN Bruce, Southern California 

Edison Co., Los Angeles, Calif. 

H. T. Bryans, Philadelphia Electric 
Co., Philadelphia, Pa. 

L. W. CADWALLADER, Potomac Electric 
Power Co., Washington, D. C. 

R. G. CALL, American Gas and Elec- 
tric Service Corp., Huntington, W. 
Va. 

E. C. CAwRrsE, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
C. W. E. CLARKE, United Engineers & 

Constructors, Inc., Philadelphia, Pa. 

L. A. Coss, Northern States Power 
Co., Minneapolis, Minn. 

C. A. DAUBER, The Cleveland Electric 

Illuminating Co., Cleveland, Ohio. 


EDISON ELECTRIC INSTITUTE BULLETIN 


W. V. DRAKE, West Penn Power Co., 
Pittsburgh, Pa. 

J. M. DRISCOLL, Consolidated Edison 
Co. of New York, Inc., New York. 

E. C. Durry, Long Island Lighting 
Co., Mineola, N. Y. 

L. H. EAst, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

M. D. ENGLE, Pennsylvania Power & 
Light Co., Allentown, Pa. 

V. F. Estcourt, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

J. N. EWART, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

T. T. FRANKENBERG, American Gas 
and Electric Service Corp., New 
York, N. Y. 

E. C. GASTON, Southern Services, Inc., 
Birmingham, Ala. 

C. W. GEUE, Texas Electric Service 
Co., Fort Worth, Texas. 

J. E. GEUE, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

M. A. GILES, Pennsylvania Power Co., 
New Castle, Pa. 

EUGENE GORDON, The Potomac Edison 
Co., Hagerstown, Md. 

PAUL GRAVELLE, The Toledo Edison 
Co., Toledo, Ohio. 

W. GREACEN, 3RD, New York State 
Electric & Gas Corp., Binghamton, 
mM. ¥. 

F. S. HELFTER, Niagara 
Power Corp., Buffalo, N. Y. 

H. G. HIEBELER, Houston Light & 
Power Co., Houston, Texas. 

J. H. JAMISON, Central Illinois Elec- 
tric and Gas Co., Rockford, Ill. 

J.J. JANAK, JR., Texas Power & Light 
Co., Dallas, Texas. 

W. H. JONES, Duquesne Light Co., 
Pittsburgh, Pa. 

J. A. KEETH, Kansas City Power & 
Light Co., Kansas City, Mo. 

A. E. KIRSCHNER, New 
Power Co., Boston, Mass. 

H. A. KLEINMAN, Iowa-Illinois Gas 
and Electric Co., Davenport, Iowa. 

A. H. Krauss, Ebasco Services, Inc., 
New York, N. Y. 

E. H. Krisec, Stone & Webster Engi- 
neering Corp., Boston, Mass. 

W. R. LA MOTTE, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

G. C. LAUGHLIN, Commonwealth Edi- 
son Co., Chicago, IIl. 

C. E. LEwis, Pennsylvania Power & 
Light Co., Hazleton, Pa. 

F. F. MAuTzZ, Pacific Gas and Electric 
Co., San Francisco, Calif. 

R. H. McCuMBER, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

J. M. McGurRn, Virginia Electric and 
Power Co., Richmond, Va. 


Mohawk 


England 





September, 1954 


J. F. MCLAUGHLIN, Iowa Power and 
Light Co., Des Moines, Iowa. 

J. W. MIKELS, Ohio Edison Co., Ak- 
ron, Ohio. 

C. A. MILLER, Central Illinois Public 
Service Co., Springfield, Ill. 

J. G. MILLER, Metropolitan Edison 
Co., Reading, Pa. 

G. R. MILNE, Consolidated Edison Co. 
of New York, Inc., New York N. Y. 

E. H. MitscuH, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

R. P. Moore, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

STANLEY MOoyER, Philadelphia Electric 
Co., Philadelphia, Pa. 

A. M. NEWMAN, Atlantic City Elec- 
tric Co., Atlantic City, N. J. 

C. F. PARCELS, Delaware Power & 
Light Co., Wilmington, Del. 

R. W. PARKINSON, Commonwealth 
Services, Inc., Jackson, Mich. 

T. E. PURCELL, Duquesne Light Co., 
Pittsburgh, Pa. 

J. A. REICH, Gulf States Utilities Co., 
Beaumont, Texas. 

E. B. RIPLEY, The Connecticut Light 
& Power Co., Hartford, Conn. 

A. J. SKAALE, Carolina Power & Light 
Co., Raleigh, N. C. 

J. C. SONNTAG, The Hartford Electric 
Light Co., Hartford, Conn. 

D. W. STEWART, New Orleans Public 
Service, Inc., New Orleans, La. 

E. D. St. JOHN, Kansas Gas and Elec- 
tric Co., Wichita, Kan. 

M. C. STIFF, Consumers Power Co., 
Jackson, Mich. 

V. L. STONE, Commonwealth Edison 
Co., Chicago, IIl. 

T. O. THOMPSON, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

C. B. VANCE, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

R. M. VAN Duzer, The Detroit Edison 
Co., Detroit, Mich. 


_E. S. VAN NOSTRAND, The West Penn 


Electric Co. 
N.Y. 

D. H. VoGEL, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio. 

H. A. WAGNER, The Detroit Edison 
Co., Detroit, Mich. 

H. L. WALKER, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

WILLIAM WELCH, JR., Long Island 
Lighting Co., Mineola, N. Y. 

G. V. WILLIAMSON, Union Electric 
Co. of Missouri, St. Louis, Mo. 

J. D. WILLIAMSON, The Dayton Power 
and Light Co., Dayton, Ohio. 

A. A. WOODWARD, Public Service Co. 
of Colorado, Denver, Colo. 


(Inc.), New York, 
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TRANSMISSION AND 
DISTRIBUTION COMMITTEE 
Chairman, J. W. ANDERSON, Philadel- 
phia Electric Co., Philadelphia, Pa. 
Secretary, C. K. PoarcH, Edison 
Electric Institute, New York, N. Y. 


C. H. ANDERSON, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 

JOHN BANKUS, Portland General Elec- 
tric Co., Portland, Ore. 

C. E. BAUGH, Pacific Gas and Electric 
Co., San Francisco, Cal. 

G. W. BEAN, Texas Electric Service 
Co., Fort Worth, Texas. 

P. B. BoyD, Georgia Power Co., At- 
lanta, Ga. 

BRYCE BRADY, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

W. R. BULLARD, Ebasco Services Inc., 
New York, N. Y. 

DAVID BURNS, The Detroit Edison Co., 
Detroit, Mich. 

D. A. CAMPBELL, JR., Pennsylvania 
Power & Light Co., Hazleton, Pa. 

R. E. CARGILL, Gulf States Utilities 
Co., Beaumont, Texas. 

A. D. CASKEY, Commonwealth Edison 
Co., Chicago, Ill. 

E. N. CLARK, Pioneer Service & Engi- 
neering Co., Chicago, IIl. 

H. E. Copy, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
R. N. CoE, Southern California Edi- 

son Co., Los Angeles, Calif. 

T. N. CoFEeR, Central Illinois Public 
Service Co., Springfield, Ill. 

T. B. COPELAND, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

C. C. CORNELIUS, Kansas City Power 
& Light Co., Kansas City, Mo. 

A. B. CRAIG, Boston Edison Co., Bos- 
ton, Mass. 

H. L. DAvis, JR., Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

W. R. Doar, Carolina Power & Light 
Co., Raleigh, N. C. 

C. F. DoBSON, Wisconsin Power and 
Light Co., Madison, Wis. 

R. J. DREISBACH, Ohio Edison Co., 
Akron, Ohio. 

T. C. DUNCAN, Consolidated Edison 
Co. of New York, Inc., New York, 
N.Y. 

G. L. ENGLAND, Illinois Power Co., 
Decatur, IIl. 

G. A. EWALD, Public Service Electric 
and Gas Co., Newark, N. J. 

G. H. FIEDLER, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

J. W. GEHRKE, The Scranton Electric 
Co., Scranton, Pa. 

J. E. GOODWIN, Indianapolis Power & 

Light Co., Indianapolis, Ind. 


EDISON ELECTRIC INSTITUTE BULLETIN 


H. W. GRATE, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

A. T. GREEN, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

W. E. GUNDLACH, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

H. G. HALLY, Iowa Power and Light 
Co., Des Moines, Iowa. 

F. G. HAMNER, Southern Services, 
Inc., Birmingham, Ala. 

D. C. HAWLEY, Kansas City Power & 
Light Co., Kansas City, Mo. 

R. Hicock, The Connecticut Light & 
Power Co., Hartford, Conn. 

H. F. HOEBEL, American Gas and 
Electric Service Corp., New York, 
NM. ¥. 

W. P. HOLBEN, Duquesne Light Co., 
Pittsburgh, Pa. 

T. L. JARCHOW, Northern States Pow- 
er Co., Minneapolis, Minn. 

W. R. JOHNSON, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

H. M. JONES, Idaho Power Co., Boise, 
Idaho. 

R. C. JUDD, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa. 

A. C. KELM, Utah Power & Light Co., 
Salt Lake City, Utah. 

G. H. LANDIS, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

H. L. Livincoop, New York State 
Electric & Gas Corp., Binghamton, 
i a 

R. O. Loomis, Georgia Power Co., 
Atlanta, Ga. 

R. D. LORENZ, Central Illinois Elec- 
tric and Gas Co., Rockford, IIl. 

JORDAN LUMMIS, Southern California 
Edison Co., Los Angeles, Calif. 

H. MACVAUGH, Philadelphia Electric 
Co., Philadelphia, Pa. 

F. C. MARSCHNER, The Detroit Edison 
Co., Detroit, Mich. 

T. S. MARTIN, Virginia Electric and 
Power Co., Richmond, Va. 

W. J. McLAIN, The Dayton Power and 
Light Co., Dayton, Ohio. 

M. W. McRAVEN, Houston Lighting & 
Power Co., Houston, Texas. 

L. M. Moore, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio. 

F. A. O’BRIEN, Stone & Webster En- 
gineering Corp., Boston, Mass. 

W. M. PENNEY, Union Electric Co. of 
Missouri, St. Louis, Mo. 

W. C. PHILLIPS, New England Power 
Service Co., Boston, Mass. 

M. H. PoweE.u, Public Service Co. 
of Colorado, Denver, Colo. 

M. H. Pratt, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

J. A. PULSFORD, Public Service Elec- 

tric and Gas Co., Newark, N. J. 
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A. H. RICHARDS, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 

E. ROTHFUS, Commonwealth Ser- 
vices, Inc., Jackson, Mich. 

E. C. RUE, Boston Edison Co., Boston, 
Mass. ’ 

W.L. Rusu, Louisiana Power & Light 
Co., New Orleans, La. 

E. V. SAYLES, Consumers Power Co., 
Jackson, Mich. 

C. H. SCHOFER, Pennsylvania Power & 
Light Co., Allentown, Pa. 

W. H. SCHWALBERT, The Toledo Edi- 
son Co., Toledo, Ohio. 

S. M. SHARP, Southwestern Gas and 
Electric Co., Shreveport, La. 

F. C. SHAUGHNESSY, Consolidated 
Edison Co. of New York, Inc., New 
York, N.. ¥.. 

A. N. SHEALY, Pennsylvania Water & 
Power Co., Baltimore, Md. 

S. J. SICKEL, Kansas Gas and Elec- 
tric Co., Wichita, Kan. 

J. A. SIEGFRIED, Pennsylvania Power 
& Light Co., Allentown, Pa. 

C. M. SKOOGLUND, West Penn Power 
Co., Pittsburgh, Pa. 

W. O. SMITH, Long Island Lighting 
Co., Hicksville, N. Y. 

H. P. STONE, The Connecticut Power 
Co., Hartford, Conn. 

T. C. STONE, Atlantic City Electric 
Co., Atlantic City, N. J. 

E. R. STREED, Delaware Power & 
Light Co., Wilmington, Del. 

D. E. THERRELL, New Orleans Public 
Service Inc., New Orleans, La. 

T. D. THOMAS, Texas Power & Light 
Co., Dallas, Texas. 

W. A. UPHAM, The United Illuminat- 
ing Co., New Haven, Conn. 

W. L. VEST, Western Massachusetts 
Electric Co., Springfield, Mass. 

W. C. WIDDOWFIELD, Niagara Mohawk 
Power Corp., Albany, N. Y. 

W. S. WILDER, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

H. K. WILLIAMS, The Hartford Elec- 
tric Light Co., Hartford Conn. 

W. J. WITTE, Consolidated Gas Elec- 
trict Light and Power Co. of Balti- 
more, Baltimore, Md. 

L. P. Works, Wisconsin Public Ser- 
vice Corp., Green Bay, Wis. 

H. E. YEIDE, Potomac Electric Power 
Co., Washington, D. C. 

E. S. ZOBEL, American Gas and Elec- 
tric Service Corp., New York, N. Y. 











ACCIDENT PREVENTION 
COMMITTEE 


Chairman, R. P. DouGLAs, The De- 
troit Edison Co., Detroit, Mich. 
Secretary, E. S. EVANS, Edison Elec- 

tric Institute, New York, N. Y. 


J. Y. ANDREWS, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

PETER BARRY, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

E. E. BECK, Idaho Power Co., Boise, 
Idaho. 

E. C. BOOKMAN, Virginia Electric and 
Power Co., Richmond, Va. 

J. T. BRADSHAW, Puget Sound Power 
& Light Co., Seattle, Wash. 

W. C. BREMNER, Commonwealth Edi- 
son Co., Chicago, II. 

J. T. CALLAHAN, Delaware Power & 
Light Co., Wilmington, Del. 

R. M. CLARK, Atlantic City Electric 
Co., Atlantic City, N. J. 

R. H. COLEMAN, Consolidated Gas 
Electric Light and Power Co. of 
Baltimore, Baltimore, Md. 

C. E. Cook, Southwestern Gas and 
Electric Co., Shreveport, La. 

C. A. CouTTs, Northern States Power 
Co., Minneapolis, Minn. 

J. CC. CUNNINGHAM, Indianapolis 
Power & Light Co., Indianapolis, 
Ind. 

J. G. DICKINSON, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

I. R. Dour, Consumers Power Co., 
Jackson, Mich. 

ERROLL DUNBAR, Potomac Electric 
Power Co., Washington, D. C. 

J. C. EGG, Duquesne Light Co., Pitts- 
burgh, Pa. 

F. W. FRECKER, The Ohio Power Co., 
Canton, Ohio. 

P. M. GENTZEL, Ohio Edison Co., Ak- 
ron, Ohio. 

R. M. GODWIN, Philadelphia Electric 
Co., Philadelphia, Pa. 

E. A. HAGENBUCH, Pennsylvania Pow- 
er & Light Co., Hazleton, Pa. 

C. E. HAMMON, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio. 

A. S. HANCOCK, Long Island Lighting 
Co., Hicksville, N. Y. 

F. G. HARRIMAN, New England Power 
Service Co., Boston, Mass. 

H. E. HATFIELD, Georgia Power Co., 
Atlanta, Ga. 

L. P. HOFFMAN, Florida 

Light Co., Miami, Fla. 


Power & 


W. H. HOLuLIs, Commonwealth Ser- 
vices Inc., New York, N. Y. 

E. L. IDE, The United Illuminating 
Co., Bridgeport, Conn. 

D. T. Lackey, Central Illinois Public 
Service Co., Springfield, Ill. 

W. LEONE, Consolidated Edison Co. of 
New York, Inc., New York, N. Y. 

E. S. LIcHT, New York State Electric 
& Gas Corp., Binghamton, N. Y. 

WILLS MACLACHLAN, Maple, Ontario, 
Can. 

R. E. McCANN, Southern California 
Edison Co., Los Angeles, Calif. 

H. B. MCMAHAN, Florida Power 
Corp., St. Petersburg, Fla. 

J. E. McMASTER, NEGEA Service 
Corp., Cambridge, Mass. 
R. S. METZGER, The Toledo 

Co., Toledo, Ohio. 

C. D. MurbDock, Kansas City Power & 
Light Co., Kansas City, Mo. 

A. J. NAQUIN, New Orleans Public 
Service Inc., New Orleans, La. 

F. D. NORBERG, Utah Power & Light 
Co., Salt Lake City, Utah. 

A. C. Norcross, Boston Edison Co., 
Boston, Mass. 

R. E. PHENICIE, Wisconsin Public Ser- 
vice Corp., Green Bay, Wis. 

A. F. RANDOLPH, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

EVERETT RAVN, Wisconsin Power and 
Light Co., Madison, Wis. 

W. T. RoGerRs, Ebasco Services Inc., 
New York, N. Y. 

G. J. RuUOFF, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

J. P. SCHERER, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa. 

C. F. SHEAKLEY, West Penn Power 
Co., Pittsburgh, Pa. 

C. P. SHIREY, Gulf States Utilities 
Co., Beaumont, Texas. 

J. L. SHORES, Alabama Power Co., 
Birmingham, Ala. 

E. H. WESSELLS, JR., Western Massa- 
chusetts Electric Co., Springfield, 
Mass. 

RAYMOND W. WHITE, Pacific Gas and 
Electric Co., San Francisco, Calif. 

S. H. Younc, The Hartford Electric 
Light Co., Hartford, Conn. 


Edison 


AREA DEVELOPMENT 
COMMITTEE 
Chairman, WALTER I. DOLBEARE, Vir- 
ginia Electric and Power Co., Rich- 
mond, Va. 
A. V. K. BaAscock, Arizona 
Service Co., Phoenix, Ariz. 


Public 
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General Committees 


S. F. BALDWIN, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

R. K. BARRATT, The Empire District 
Electric Co., Joplin, Mo. 

LINCOLN BAYLIES, New England 
Power Service Co., Boston, Mass. 
H. L. BREWER, Consumers Power Co., 

Jackson, Mich. 

H. W. Caruoss, Kentucky Utilities 
Co., Inc., Lexington, Ky. 

J. H. COATES, Ebasco Services Ince., 
New York, N. Y. 

C. S. CRONKRIGHT, Public Service 
Electric and Gas Co., Newark, N. J. 

R. A. CUYLER, Louisiana Power & 
Light Co., New Orleans, La. 

L. L. DAvis, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

T. S. Davis, JR., Georgia Power Co., 
Atlanta, Ga. 

R. L. DECHANT, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 

C. W. DEEG, Philadelphia Electric Co., 
Philadelphia, Pa. 

G. F. DEFoE, The Washington Water 
Power Co., Spokane, Wash. 

FRANKLYN DICKINSON, Ohio Edison 
Co., Akron, Ohio. 

D. L. DIEHL, Pennsylvania Power & 
Light Co., Allentown, Pa. ' 
H. L. DONALDSON, Duquesne Light 

Co., Pittsburgh, Pa. 

F. A. ELLISTON, Texas Electric Ser- 
vice Co., Fort Worth, Texas. 

C. M. FIFE, West Penn Power Co., 
Pittsburgh, Pa. 

J. M. FRANK, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio. 

J. R. FREDERICK, Wisconsin Power 
and Light Co., Madison, Wis. 

C. J. FUHRMANN, The Dayton Power 
and Light Co., Dayton, Ohio. 

J. F. GASKILL, Philadelphia Electric 
Co., Philadelphia, Pa. 

J. H. Guz, Pacific Gas and Electric 
Co., San Francisco, Calif. 

W. C. HANDLAN, Monongahela Power 
Co., Fairmont, W. Va. 

FREDERICK HERR, JR., Central and 
South West Corp., Chicago, IIl. 

E. M. HuBEN, Central Hudson Gas & 
Electric Corp., Kingston, N. Y. 

W. A. HUCKINS, Utah Power & Light 
Co., Salt Lake City, Utah. 

W. J. JAMIESON, General Public Utili- 
ties Corp., New York, N. Y. 

J. E. JOHANSON, Union Electric Co. of 
Missouri, St. Louis, Mo. 
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W. H. KENNEDY, JR., Arkansas Power 
& Light Co., Little Rock, Ark. 

R. P. LEE, The Connecticut Light & 
Power Co., Berlin, Conn. 

J. R. Lester, Alabama Power Co., 
Birmingham, Ala. 

V. S. MADISON, The Detroit Edison 
Co., Detroit, Mich. 

O. C. MAYER, Idaho Power Co., Boise, 
Idaho. 

S. F. McGowan, Northern States 
Power Co., Minneapolis, Minn. 

D. E. STEWART, Carolina Power & 
Light Co., Raleigh, N. C. 

T. J. SULLIVAN, Florida Power & 
Light Co., Miami, Fla. 

J. M. TURNBULL, Western Massachu- 
setts Electric Co., Springfield, Mass. 

G. A. UHLMEYER, Iowa-Illinois Gas 
and Electric Co., Rock Island, III. 


ATOMIC POWER COMMITTEE 

Chairman, EDGAR H. DIxon, Middle 
South Utilities, Inc. New York, 
i ae 


J. B. BLACK, Pacific Gas and Electric 
Co., San Francisco, Calif. 

W. L. CISLER, The Detroit Edison Co., 
Detroit, Mich. 

G. M. GapDsBy, Utah Power and Light 
Co., Salt Lake City, Utah. 

A. S. Kinc, Northern States Power 
Co., Minneapolis, Minn. 

E. L. LINDSETH, The Cleveland Elec- 


tric Illuminating Co., Cleveland, 
Ohio. 
J. W. McAFEE, Union Electric Co. 


of Missouri, St. Louis, Mo. 

C. B. McMANus, The Southern Co., 
Inc., Atlanta, Ga. 

I. L. Moorrt, New England Electric 
System, Boston, Mass. 

R. G. RINCLIFFE, Philadelphia Electric 
Co., Philadelphia, Pa. 

H. R. SEARING, Consolidated Edison 
Co. of New York, Inc., New York, 
We Y: 

PHILIP SPORN, American Gas and 
Electric Service Corp., New York, 
MY. 


CODES AND STANDARDS 
COMMITTEE 
Chairman, E. W. DOEBLER, Long 
Island Lighting Co., Mineola, N. Y. 


S. R. Knapp, The Connecticut Light & 
Power Co., Berlin, Conn. 

R. G. RINCLIFFE, Philadelphia Electric 
Co., Philadelphia, Pa. 
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ELECTRIC POWER SURVEY 
COMMITTEE 


Chairman, ARTHUR S. GRISWOLD, The 
Detroit Edison Co., Detroit, Mich. 

Vice Chairman, CLARENCE W. MAYOTT, 
The Hartford Electric Light Co., 
Hartford, Conn. 

Secretary, CARL G. MUELLER, The De- 
troit Edison Co., Detroit, Mich. 


R. FRANK BROWER, Consolidated Edi- 
son Co. of New York, Inc., New 
Yorks, W.Y. 

CHARLES M. CUSTER, Southwest Power 
Pool, Little Rock, Ark. 

CHANDLER W. JONES, Narragansett 
Electric Co., Providence, R. I. 
Harry A. Lott, Southern California 
Edison Co., Los Angeles, Calif. 
VERNON M. MARQUIS, American Gas 
and Electric Service Corp., New 

York, N. Y. 

JOHN E. Moore, Ebasco Services Inc., 
New York, N. Y. 

R. T. PurDy, Commonwealth Edison 
Co., Chicago, Il. 

HERBERT J. SCHOLZ, Southern Ser- 
vices Inc., Birmingham, Ala. 


FINANCING AND INVESTOR 
RELATIONS COMMITTEE 


Chairman, H. A. BUSCH, General Pub- 
lic Utilities Corp., New York, N. Y. 

Vice Chairman, W. J. ROSE, Amer- 
ican Gas and Electric Service Corp., 
New York, N. Y. 

Secretary, A. E. Sorty, Edison Elec- 
tric Institute, New York, N. Y. 


D. C. BARNES, Virginia Electric and 
Power Co., Charlottesville, Va. 

R. N. BENJAMIN, Stone & Webster 
Service Corp., New York, N. Y. 

G. H. BOURNE, Commonwealth Ser- 
vices Inc., New York, N. Y. 

D. R. Bower, Commonwealth Edison 
Co., Chicago, Il. 

RICHARD BULLWINKLE, Texas Utilities 
Co., Dallas, Texas. 

L. F. CHAMBERS, Northern States 
Power Co., Minneapolis, Minn. 

K. C. CHRISTENSEN, Pacific Gas and 
Electric Co., San Francisco, Calif. 

G. R. Corey, Utah Power & Light Co., 
Salt Lake City, Utah. 

A. S. Corson, Philadelphia Electric 
Co., Philadelphia, Pa. 

P. V. DopLeR, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
S. L. Fercuson, The Detroit Edison 

Co., Detroit, Mich. 
R. E. FIFE, Southern California Edi- 
son Co., Los Angeles, Calif. 
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HARRY HANSON, New England Elec- 
tric System, Boston, Mass. 

C. C. HERRMANN, Wisconsin Power 
and Light Co., Madison, Wis. 

L. H. JAEGER, The Southern Co., Inc., 
New York, N. Y. 

D. S. KENNEDY, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 
W. A. MARSHALL, The Toledo Edison 

Co., Toledo, Ohio. 

D. C. MCCLURE, Central Illinois Elec- 
tric and Gas Co., Rockford, II. 

A. B. McCoarp, New Orleans Public 
Service Inc., New Orleans, La. 

LYLE MCDONALD, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

H. C. Moore, Jr., Cambridge Electric 
Light Co., Cambridge, Mass. 

H. B. MUNSELL, Kansas City Power & 
Light Co., Kansas City, Mo. 

J. S. OSBORNE, Central and South 
West Corp., Chicago, Ill. 

R. R. PARKER, New Jersey Power & 
Light Co., Dover, N. J. 

H. T. PRITCHARD, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

L. E. REYNOLDS, The Connecticut 
Light & Power Co., Berlin, Conn. 
T. E. ROACH, Idaho Power Co., Boise, 

Idaho. 

T. F. Rowe, New York State Electric 
& Gas Corp., Ithaca, N. Y. 

F. E. RUGEMER, Consolidated Gas 
Electric Light and Power Co. of 
Baltimore, Baltimore, Md. 

H. F. SANDERS, Middle South Utili- 
ties, Inc., New York, N. Y. 

H. H. Scarr, Ebasco Services Inc., 
New York, N. Y. 

H. E. SIMPSON, Florida Power & Light 
Co., Miami, Fla. 

L. V. SUTTON, Carolina Power & Light 
Co., Raleigh, N. C. 

C. A. TATUM, Dallas Power & Light 
Co., Dallas, Texas. 

H. P. TAYLOR, Wisconsin Public Ser- 
vice Corp., Milwaukee, Wis. 

A. C. VENCE, Atlantic City Electric 
Co., Atlantic City, N. J. 

W. D. VIRTUE, Public Service Co. of 
Colorado, Denver, Colo. 

JOHN WILKIE, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

W. H. ZIMMER, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio. 


FOREIGN VISITORS 
COMMITTEE 
Chairman, HARVEY BUMGARDNER, The 
Detroit Edison Co., Detroit, Mich. 


L. H. ANDERSON, Pacific Gas and 
Electric Co., San Francisco, Calif. 
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H. E. DEARDORFF, The Dayton Power 
and Light Co., Dayton, Ohio. 

W. M. LEONARD, Consolidated Edison 
Co. of New York, Inc., New York. 
N. Y. 


INDUSTRIAL RELATIONS 
COMMITTEE 


Chairman, F. R. RAUCH, The Cincin- 
nati Gas & Electric Co., Cincinnati, 
Ohio. 

Vice Chairman, J. C. ARNELL, Consol- 
idated Edison Co. of New York, Inc., 
New York, N. Y. 

Secretary, E. S. EVANS, Edison Elec- 
tric Institute, New York, N. Y. 


K. K. ALLEN, Southern California 
Edison Co., Los Angeles, Calif. 

T. G. AYERS, Commonwealth Edison 
Co., Chicago, Ill. 

D. A. BARTLETT, Western Massachu- 
setts Electric Co., Springfield, Mass. 

G. A. Beatty, The Ohio Power Co., 
Canton, Ohio. 

C. B. BouLET, Wisconsin Public Ser- 
vice Corp., Green Bay, Wis. 

V. C. BRENNAN, Union Electric Co. of 
Missouri, St. Louis, Mo. 

E. J. BRILL, Pennsylvania Power & 
Light Co., Allentown, Pa. 

G. C. Brooks, New York State Elec- 
tric & Gas Corp., Binghamton, N. Y. 

J. W. CAROTHERS, Consolidated Gas 
Electric Light and Power Co. of 
Baltimore, Baltimore, Md. 

H. F. Carr, Pacific Gas and Electric 
Co., San Francisco, Calif. 

A. L. COLLIGAN, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 
MW. Y. 

W. J. Cooper, The United Illuminating 
Co., New Haven, Conn. 

J. K. Davis, The Toledo Edison Co., 
Toledo, Ohio. 

M. T. DUNLAP, Carolina Power & 
Light Co., Raleigh, N. C. 

A. C. ECKERMAN, Pioneer Service & 
Engineering Co., Chicago, III. 

G. W. FEWKES, Philadelphia Electric 
Co., Philadelphia, Pa. 

B. E. GALLAGHER, Consolidated Edi- 
son Co., of New York, Inc., New 
York, N. Y. 

F. J. GLEESON, Northern States Power 
Co., Minneapolis, Minn. 

J. S. Gracy, Florida Power Corp., St. 
Petersburg, Fla. 

J. P. HENNESSY, Boston Edison Co., 
Boston, Mass. 
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H. N. Henry, Alabama Power Co., 
Birmingham, Ala. 

W. L. JONES, Potomac Electric Power 
Co., Washington, D. C. 

G. E. Kipp, Virginia Electric and 
Power Co., Richmond, Va. 

F. L. LARKIN, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

S. F. LEAHY, The Detroit Edison Co., 
Detroit, Mich. 

I. O. MALL, Ebasco Services Inc., New 
2erk, Mi: ¥. 

G. E. MCKENNA, Ohio Edison Co., 
Akron, Ohio. 

W. S. MEYERS, Atlantic City Electric 
Co., Atlantic City, N. J. 

W. F. Moses, New Jersey Power & 
Light Co., Dover, N. J. 

J. M. Orr, Duquesne Light Co., Pitts- 
burgh, Pa. 

C. Y. OssuRN, Long Island Lighting 
Co., Mineola, N. Y. 

F. M. Osta, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

M. F. OSTERLING, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

A. J. PAULL, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
H. R. PEARSON, Iowa Power and Light 

Co., Des Moines, Iowa. 

H. A. PETERSON, American Gas and 
Electric Service Corp., New York, 
Mw. Y. 

DEWITT PIKE, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

H. V. Potts, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio. 

JAY ALAN REID, Southwestern Gas 
and Electric Co., Shreveport, La. 

H. S. RICHMOND, Consumers Power 
Co., Jackson, Mich. 

W. H. SENYARD, Louisiana Power & 
Light Co., New Orleans, La. 

E. C. STOLPER, Wisconsin Power and 
Light Co., Madison, Wis. 

E. J. THIMME, Public Service Electric 
and Gas Co., Newark, N. J. 


E. A. WERNER, Gulf States Utilities ° 


Co., Baton Rouge, La. 

J. H. WESTBROOK, West Penn Power 
Co., Pittsburgh, Pa. 

F. E. WINCHESTER, NEGEA Service 
Corp., Cambridge, Mass. 

F. L. WITSELL, Public Service Co. of 
Colorado, Denver, Colo. 

W. R. WOLFE, Oklahoma Gas and Elec- 
tric Co., Oklahoma City, Okla. 

E. F. ZIEGLER, New England Power 
Service Co., Boston, Mass. 


INSURANCE COMMITTEE 
Chairman, WALTER O. RANDLETT, Vir- 
ginia Electric and Power Co., Rich- 
mond, Va. 
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Secretary, D. E. WILLIAMS, The Cleve- 
land Electric Illuminating Co., 
Cleveland, Ohio. 


G. L. ANDRUS, New Orleans Public 
Service Inc., New Orleans, La. 

A. L. BENJAMIN, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio. 

J. B. Bostwick, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

R. H. BRANDOW, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

I. M. CARPENTER, Ebasco Services Inc., 
New York, N. Y. ; 

A. L. CLOUGH, Oklahoma Gas and Elec- 
tric Co., Oklahoma City, Okla. 

R. D. CONSTABLE, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

M. R. DELAURIER, The Detroit Edison 
Co., Detroit, Mich. 

H. S. DOWNING, Consolidated Gas 
Electric Light and Power Co. of 
Baltimore, Baltimore, Md. 

W. H. EICHHORN, JR., Pennsylvania 
Water & Power Co., Baltimore, Md. 

F. J. HITCHEN, Atlantic City Electric 
Co., Atlantic City, N. J. 

F. J. HobLus, Duquesne Light Co., 
Pittsburgh, Pa. 

R. R. MacKay, JR., Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

J. W. MARRIN, Commonwealth Ser- 
vices Inc., New York, N. Y. 

M. C. PETERSON, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

A. W. REID, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

JAY ALAN REID, Southwestern Gas 
and Electric Co., Shreveport, La. 

R. M. SALVANT, Louisiana Power & 
Light Co., New Orleans, La. 

L. E. SLADE, Iowa Power and Light 
Co., Des Moines, Iowa. 

F. M. Terry, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

J. E. Watts, Long Island Lighting 
Co., Mineola, N. Y. 

H. A. WEITZMAN, Rochester Gas and 
Electric Corp., Rochester, N. Y. 


LEGAL COMMITTEE 
Chairman, D. BRUCE MANSFIELD, Ohio 
Edison Co., Akron, Ohio. 
Vice Chairman, LEEDS A. WHEELER, 
New England Power Service Co., 
Boston, Mass. 


HERBERT L. BRANAN, Oklahoma Gas 
and Electric Co., Oklahoma City, 
Okla. 

JACK K. BusBy, Pennsylvania Power 
& Light Co., Allentown, Pa. 
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HERBERT B. COHN, American Gas and 
Electric Service Corp., New York, 
N.. %. 

HENRY W. ColL, California Electric 
Power Co., Riverside, Calif. 

GEORGE R. Corey, Utah Power & Light 
Co., Salt Lake City, Utah. 

L. J. DARRAH, New Orleans Public 
Service Inc., New Orleans, La. 

IRVIN FANE, Kansas City Power & 
Light Co., Kansas City, Mo. 

2R0BERT H. GERDES, Pacific Gas and 
Electric Co., San Francisco, Calif. 

R. K. HANGER, Texas Electric Service 
Co., Fort Worth, Texas. 

LESLIE HENRY, The Toledo Edison Co., 
Toledo, Ohio. 

LEE C. HOWLEY, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 

DAVID K. KADANE, Long Island Light- 
ing Co., Mineola, N. Y. 

JOHN M. KEEGAN, Consolidated Edi- 
son Co. of New York, Inc., New 
York, N. Y. 

JOHN LLOYD, JR., Atlantic City Elec- 
tric Co., Atlantic City, N. J. 

WILLIAM LOGAN MARTIN, Alabama 
Power Co., Birmingham, Ala. 

CHARLES L. MCCORMICK, West Penn 
Power Co., Pittsburgh, Pa. 

VINCENT P. McDEvITT, Philadelphia 
Electric Co., Philadelphia, Pa. 

CORNELIUS MEANS, Potomac Electric 
Power Co., Washington, D. C. 

J. HARRY MULHERN, Public Service 
Electric and Gas Co., Newark, N. J. 

T. JustTIN Moore, Virginia Electric 
and Power Co., Richmond, Va. 

T. CARL NIXON, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

CLARENCE D. PHILLIPS, Portland Gen- 
eral Electric Co., Portland, Ore. 

ALFRED P. RAMSEY, Consolidated Gas 
Electric Light and Power Co. of 
Baltimore, Baltimore, Md. 

BRUCE RENWICK, Southern California 
Edison Co., Los Angeles, Calif. 

CHARLES F. RousE, Carolina Power & 
Light Co., Raleigh, N. C. 

BERNARD W. SCHOTTERS, Indianapolis 
Power & Light Co., Indianapolis. 
Ind. 

W. H. SCHRODER, Georgia Power Co., 
Atlanta, Ga. 

LELAN F. SILLIN, JR., Central Hud- 
son Gas & Electric Corp., Pough- 
keepsie, N. Y. 

HARRY G. SLATER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

EK. A. STANSFIELD, Public Service Co. 
of Colorado, Denver, Colo. 

VAN B. WAKE, Wisconsin Electric 
Power Co., Milwaukee, Wis. 
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ARTHUR M. WILLIAMS, JR., South Car- 
olina Electric & Gas Co., Columbia, 
Ss. C. 


MEMBERSHIP COMMITTEE 

Chairman, E. S. THOMPSON, The West 
Penn Electric Co. (Inc.), New York, 
MG 

H. P. LIveRsIDGE, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

G. C. NEFF, Wisconsin Power and 
Light Co., Madison, Wis. 

WILLIAM SCHMIDT, JR., Consolidated 
Gas Electric Light and Power Co. 
of Baltimore, Baltimore, Md. 

H. R. SEARING, Consolidated Edison 
Co. of New York, Inc., New York, 
i. ee & 


PRIZE AWARDS COMMITTEE 
Chairman, HARRY RESTOFSKI, West 
Penn Power Co., Pittsburgh, Pa. 
R. A. GIBSON, The Hartford Electric 
Light Co., Hartford, Conn. 

G. W. OUSLER, Duquesne Light Co., 
Pittsburgh, Pa. 

W. H. WAGNER, Wisconsin Electric 
Power Co., Milwaukee, Wis. 


PURCHASING AND STORES 
COMMITTEE 

Chairman, J. D. Hoce, The Cleveland 
Electric [Illuminating Co., Cleve- 
land, Ohio. 

Vice Chairman (Stores), W. M. 
HoLus, Consolidated Gas Electric 
Light and Power Co. of Baltimore, 
Bultimore, Md. 

Vice Chairman (Purchasing), E. N. 
Scott, Long Island Lighting Co., 
Mineola, N. Y. 

Secretary-Treasurer, T. S. DUNSTAN, 
Consolidated Edison Co. of New 
York, Inc., New York, N. Y. 

W. L. ADAms, El Paso Electric Co., 
El Paso, Texas. 

G. W. ALEXANDER, Mississippi Power 
& Light Co., Jackson, Miss. 

L. C. ALEXANDER, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 

C. P. ALTLAND, Southern California 

Edison Co., Los Angeles, Calif. 

O. H. AYDELOTTE, Public Service Co. 
of Colorado, Denver, Colo. 

W. H. BARNARD, Southern Services 
Inc., Birmingham, Ala. 

H. M. BARRETT, Delaware Power & 
Light Co., Wilmington, Del. 

H. T. BELCHER, Consumers Power Co., 
Jackson, Mich. 

J. L. BLANK, Central Illinois Public 
Service Co., Springfield, II. 
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J. P. BLUMER, Gulf Power Co., Pensa- 
cola, Fla. 

D. G. BOUTON, Florida Power & Light 
Co., Miami, Fla. 

J. J. BRENNAN, Northern States 
Power Co., Minneapolis, Minn. 

G. A. BRUSHETT, The United Illumi- 
nating Co., New Haven, Conn. 

C. F. CHANNING, Southwestern Gas 
and Electric Co., Shreveport, La. 

R. A. CLARK, The Detroit Edison Co., 
Detroit, Mich. 

G. H. Cote, Alabama Power Co., 
Birmingham, Ala. 

E. H. Crews, Metropolitan Edison 
Co., Reading, Pa. 

R. J. DANIELS, New England Power 
Service Co., Boston, Mass. 

J. F. ESsTILL, Houston Lighting & 
Power Co., Houston, Texas. 

J. I. EVANS, Ohio Edison Co., Akron, 
Ohio. 

M. W. GILCHRIST, Public Service Co. 
of New Hampshire, Manchester, 

O. HENENBERG, Texas Power & Light 
Co., Dallas, Texas. 

J. C. HERBERT, Potomac Electric 
Power Co., Washington, D. C. 

H. E. HopGson, Wisconsin Power and 
Light Co., Madison, Wis. 

J. B. HoMSHER, Gilbert Associates 
Inc., Reading, Pa. 

DEAN Hopson, Texas Electric Service 
Co., Fort Worth, Texas. 

J. N. KEATING, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

R. S. Kinc, Union Electric Co. of 
Missouri, St. Louis, Mo. 

S. L. Kostow, Long Island Lighting 
Co., Hicksville, N. Y. 

A. KRAAKEVIK, Illinois 
Decatur, Il. 

R. L. LEACH, Georgia Power Co., At- 
lanta, Ga. 

G. E. MARLEY, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

E. J. MARTIN, New Orleans Public 
Service Inc., New Orleans, La. 

L. C. McIver, Puget Sound Power & 
Light Co., Seattle, Wash. 

G. C. MEETZE, South Carolina Electric 
& Gas Co., Columbia, S. C. 

A. A. MEISENHEIMER, Wisconsin Elec- 
tric Power Co., Milwaukee, Wis. 

J. R. MILLIKAN, Dallas Power & Light 
Co., Dallas, Texas. 

J. J. Morse, New Orleans Public Ser- 
vice Inc., New Orleans, La. 

R. A. Morse, The Washington Water 
Power Co., Spokane, Wash. 

FRANK NAGALE, American Gas and 
Electric Service Corp., New York, 
N. Y. 


Power Co., 
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M. C. ODMAN, The Hartford Electric 
Light Co., Hartford, Conn. 

C. F. OGDEN, The Detroit Edison Co., 
Detroit, Mich. 

JACK ORRIK, Gulf States Utilities Co., 
Beaumont, Texas. 

L. D. PATTERSON, Monongahela Power 
Co., Fairmont, W. Va. 

FRED POLONUS, Central Illinois Light 
Co., Peoria, Ill. 

W. A. PRICE, Central Maine Power 
Co., Augusta, Me. 

C. I. RICHARDS, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

JOHN RIEVES, Southwestern Gas and 
Electric Co., Shreveport, La. 

T. E. RYAN, Consumers Power Co., 
Jackson, Mich. 

F. R. SCHAFFER, Pennsylvania Power 
& Light Co., Allentown, Pa. 

R. W. SEIPEL, Texas Electric Service 
Co., Fort Worth, Texas. 

H. T. SIMPSON, Boston Edison Co., 
Boston, Mass. 

H. R. SOLER, The Hartford Electric 
Light Co., Hartford, Conn. 

J. E. STEELE, The United Illuminating 
Co., New Haven, Conn. 

N. C. STIREWALT, Central Illinois Pub- 
lic Service Co., Springfield, Ill. 

F. H. SUMMA, Public Service Electric 
and Gas Co., Newark, N. J. 

N. C. THOMPSON, Alabama Power Co., 
Birmingham, Ala. 

S. G. THORPE, Central Illinois Electric 
and Gas Co., Rockford, III. 

L. A. TRINKINO, New York State Elec- 
tric & Gas Corp., Binghamton, 
N. Y. 

C. VAN REMORTEL, Lake Superior Dis- 
trict Power Co., Ashland, Wis. 

B. T. WALSHE, Atlantic City Electric 
Co., Atlantic City, N. J. 

R. C. WENZ, Duquesne Light Co., 
Pittsburgh, Pa. 

H. WILSON, Carolina Power & Light 
Co., Raleigh, N. C. 

L. T. WoLF, Ebasco Services Inc., New 
York, N. Y. 

H. M. Woops, The Toledo Edison Co., 
Toledo, Ohio. 

C. G. WRIGHT, The Potomac Edison 
Co., Hagerstown, Md. 

G. H. WRIGHT, Illinois Power Co., De- 
catur, II]. 

A. B. Zurick, West Penn Power Co., 
Connellsville, Pa. 

C. H. ZURNIEDEN, Philadelphia Elec- 

tric Co., Philadelphia, Pa. 


EDISON ELECTRIC INSTITUTE BULLETIN 


RATE RESEARCH COMMITTEE 

Chairman, C. A. WILLIAMS, The 
United Illuminating Co. New 
Haven, Conn. 

Vice Chairman, L. W. FRANK, West- 
ern Massachusetts Electric Coa., 
Springfield, Mass. 


S. W. ANDREWS, American Gas and 
Electric Service Corp., New York, 
mk: 

C. L. ASHLEY, Southern California 
Edison Co., Los Angeles, Calif. 

T. W. AYTON, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

W. C. BLAIR, Texas Power & Light 
Co., Dallas, Texas. 

R. S. BROMAGE, The Connecticut Light 
& Power Co., Berlin, Conn. 

J. E. BUCKLEY, Boston Edison Co., 
Boston, Mass. 

ALBERT CALVERT, New England Power 
Service Co., Boston, Mass. 

B. C. CARPENTER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

R. E. CAYwoop, West Penn Power Co., 
Pittsburgh, Pa. 

. L. CRAIG, Philadelphia Electric Co., 
Philadelphia, Pa. 

L. F. DABE, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio. 

B. P. DAHLSTROM, Public Service 
Electric and Gas Co., Newark, N. J. 

C. L. FOLLMER, Consolidated Gas 
Electric Light and Power Co. of 
Baltimore, Baltimore, Md. 

R. C. FosBerRG, The Hartford Electric 
Light Co., Hartford, Conn. 

G. F. GAWRYLA, Pennsylvania Electric 
Co., Johnstown, Pa. 

R. M. GINN, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
R. B. GRIERSON, The Detroit Edison 

Co., Detroit, Mich. 

R. C. GRIMSTAD, Duquesne Light Co., 
Pittsburgh, Pa. 

K. W. HAssprouck, New York State 
Electric & Gas Corp., Ithaca, N. Y. 

P. F. Hoots, New Orleans Public Ser- 
vice Inc., New Orleans, La. 

J.W. HUMMER, Iowa Power and Light 
Co., Des Moines, Iowa. 

J. B. JACKSON, Ohio 
Akron, Ohio. 

RUDOLPH JENNY, Pacific Gas and 
Electric Co., San Francisco, Calif. 

S. W. JOHN, Commonwealth Services 
Inc., New York, N. Y. 

D. G. KELLS, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

L. R. LEFFERSON, Ebasco 

Inc., New York, N. Y. 


— 


Edison Co., 


Services 
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W. E. LIEPE, New Jersey Power & 
Light Co., Dover, N. J. 

H. F. G. MAIN, Potomac Electric 
Power Co., Washington, D. C. 

WINSOR MARTIN, Pioneer Service & 
Engineering Co., Chicago, IIl. 

W. C. McCartTuy, Kansas City Power 
& Light Co., Kansas City, Mo. 

H. I. MILLER, Wisconsin Public Ser- 
vice Corp., Oshkosh, Wis. 

L. V. NELSON, Union Electric Co. of 
Missouri, St. Louis, Mo. 

J. M. Ness, Central Maine Power Co., 
Augusta, Me. 
E. H. SCHMIDTMAN, Wisconsin Elec- 
tric Power Co., Milwaukee, Wis. 
W. C. TALLMAN, Public Service Co. of 
New Hampshire, Manchester, N. H. 

W. E. TRIMBLE, The Toledo Edison 
Co., Toledo, Ohio. 

C. M. TURNER, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

C. C. VANDENBURGH, Commonwealth 
Edison Co., Chicago, IIl. 

EDWIN VENNARD, Middle West Service 
Co., Chicago, IIl. 

H. A. WEITZMAN, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

E. T. WILLIAMSON, Iowa-Illinois Gas 
and Electric Co., Davenport, Iowa. 

F. H. Woy, The Montana Power Co., 
Butte, Mont. 

J. A. ZOBEL, Southern Services Inc., 
Birmingham, Ala. 


COMMITTEE ON REGULATION 


Chairman, HARLLEE BRANCH, JR., 
Georgia Power Co., Atlanta, Ga. 


J. B. BLACK, Pacific Gas and Electric 
Co., San Francisco, Calif. 

J. E. CORETTE, The Montana Power 
Co., Butte, Mont. 

D. S. KENNEDY, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

I. L. Moore, New England Electric 
System, Boston, Mass. 

J. R. WHITING, Consumers Power Co., 
Jackson, Mich. 


RESEARCH ADVISORY 
COMMITTEE 
Chairman, R. E. Moopy, Union Elec- 
tric Co. of Missouri, St. Louis, Mo. 


R. G. RINCLIFFE, Philadelphia Electric 
Co., Philadelphia, Pa. 

N. R. SUTHERLAND, Pacific Gas and 
Electric Co., San Francisco, Calif. 
HAROLD TURNER, American Gas and 
Electric Service Corp., New York, 
N. Y. 
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WILLIAM WEBSTER, New England 
Electric System, Boston, Mass. 


RESEARCH PROJECTS 
COMMITTEE 
Chairman, C. W. FRANKLIN, Consoli- 
dated Edison Co. of New York, Inc., 
New York, N. Y. 
Secretary, H. E. KENT, Edison Elec- 
tric Institute, New York, N. Y. 


LEE E. Cook, Texas Power & Light 
Co., Dallas, Texas. 

A. H. Kipper, Philadelphia Electric 
Co., Philadelphia, Pa. 

W. G. MEESE, The Detroit Edison Co., 
Detroit, Mich. 

G. W. OUSLER, Duquesne Light Co., 
Pittsburgh, Pa. 

L. M. ROBERTSON, Public Service Co. 
of Colorado, Denver, Colo. 

E. H. SNYDER, Public Service Electric 
and Gas Co., Newark, N. J. 

STANLEY STOKES, Union Electric Co. 
of Missouri, St. Louis, Mo. 

W. L. Wess, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

W. H. ZIMMER, The Cincinnati Gas 
and Electric Co., Cincinnati, Ohio. 


Ex-officio, E. L. HouGH, Union Elec- 
tric Co. of Missouri, St. Louis, Mo. 
(Chairman of Engineering Division 
General Committee) 


STATISTICAL COMMITTEE 
Chairman, Roy F. Crim, West Penn 
Power Co., Pittsburgh, Pa. 


W.S. BrusH, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

A. E. BusH, The Detroit Edison Co., 
Detroit, Mich. 

H. E. EASON, Commonwealth Services 
Inc., New York, N. Y. 

A. E. ELLIOTT, Louisiana Power & 
Light Co., New Orleans, La. 

R. L. FITZGERALD, New England Elec- 
tric System, Boston, Mass. 

W. W. GoDARD, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
ALFRED GRUHL, Wisconsin Electric 

Power Co., Milwaukee, Wis. 
W. C. HUEBNER, Ebasco Services Inc., 
New York, N. Y. 


EDISON ELECTRIC INSTITUTE BULLETIN 


F. A. KEANE, Public Service Electric 
and Gas Co., Newark, N. J. 

R. E. KEMPTER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

E. J. KNIGHT, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

D. H. OLNEY, The Washington Water 
Power Co., Spokane, Wash. 

E. C. REED, Atlantic City Electric Co., 
Atlantic City, N. J. 

C. E. SANDEEN, Middle West Service 
Co., Chicago, Il. 

DOUGLAS TONGE, American Gas and 
Electric Service Corp., New York, 
N.Y. 

H. A. WEITZMAN, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

O. H. WHITE, Central Illinois Public 
Service Co., Springfield, II. 

W. A. WORTHINGTON, Pacific Gas and 
Electric Co., San Francisco, Calif. 

T. B. YATES, Philadelphia 
Co., Philadelphia, Pa. 


Electric 


TAX POLICY COMMITTEE 

Chairman, R. P. Bricges, Consumers 
Power Co., Jackson, Mich. 

A. M. BEEBEE, Rochester Gas and 

Electric Corp., Rochester, N. Y. 

C. P. CRANE, Consolidated Gas Elec- 
tric Light and Power Co. of Balti- 
more, Baltimore, Md. 

E. H. Dixon, Middle South Utilities, 
Inc., New York, N. Y. 

J. Bs 
Colorado, Denver, Colo. 

C. B. McMANus, The Southern Co., 
Inc., Atlanta, Ga. 

C. E. OAKES, Pennsylvania Power & 
Light Co., Allentown, Pa. 

N. R. SUTHERLAND, Pacific Gas and 


Electric Co., San Francisco, Calif. 


LOISEAU, Public Service Co. of 


Ex-officio, C. 


Orleans 


A. PALMGREN, JR., New 
Public Service Inc., New 
Orleans, La. (Chairman, Taxation 


Accounting Committee) 


TRANSPORTATION COMMITTEE 
Chairman, RANDOLPH WHITFIELD, 


Georgia Power Co., Atlanta, Ga. 


H. L. ALLEN, Florida Power & Light 
Co., Miami, Fla. 
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M. C. ALVES, Union Electric Co. of 
Missouri, St. Louis, Mo. 

A. W. BAUMGARTEN, Ebasco Services 
Inc., New York, N. Y. 

H. J. COLLINS, Boston Edison Co., 
Boston, Mass. 

R. M. CREGAR, Public Service Electric 
and Gas Co., Newark, N. J. 

C. C. CROCKETT, Louisiana Power & 
Light Co., New Orleans, La. 

J. A. DODGE, Potomac Electric Power 
Co., Washington, D. C. 

LINN EDSALL, Philadelphia Electric 
Co., Philadelphia, Pa. 

G. E. FINK, Consolidated Edison Co. 
cf New York, Inc., New York, N. Y. 

E. J. GRAHAM, Public Service Co. of 
Colorado, Denver, Colo. 

H. R. GricsBy, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

R. E. HAMEL, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 

G. W. Harr, Monongahela Power Co.., 
Fairmont, W. Va. 

W. H. HEAD, Public Service Co. of 
New Hampshire, Manchester, N. H. 

C. R. JACOBSEN, Commonwealth Ser- 
vices Inc., Jackson, Mich. 

WESLEY KAuppP, The Detroit Edison 
Co., Detroit, Mich. 

F. J. MICHEL, New York State Elec- 
tric & Gas Corp., Binghamton, N. Y. 

R. M. MIDDLETON, San Diego Gas & 
Electric Co., San Diego, Calif. 

3RYAN PARK, Iowa-Illinois Gas and 
Electric Co., Rock Island, IIl. 

K. G. SCANTLING, Duquesne Light Co., 
Pittsburgh, Pa. 

H. M. Serviss, Long Island Lighting 
Co., Mineola, N. Y. 

F. N. SINGER, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

W. B. STREITLE, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

J.T. WADE, Texas Power & Light Co., 
Dallas, Texas. 

A. W. WAGNER, Pennsylvania Power & 
Light Co., Hazleton, Pa. 

IF’, F. WASSER, South Carolina Electric 
& Gas Co., Columbia, S. C. 

D. K. WILSON, Niagara 
Power Corp., Albany, N. Y. 

C. W. Woops, West Penn Power Cov., 
Pittsburgh, Pa. 
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